ay Faris Openings The Vogue Company October First 1920 
& New York Fashions ee ee Price 3* Cents 





The New 
MARMON 354 


1 in the Nordyke & 


The war found 
Marmon Company an organization 
particularly well qualified to ac- 


quire the extreme accuracy required 


n the building of aircraft engines. 
And it is this exceptional precision, 
applied to motor car production, 
which is in large measure responsi- 
ble for the remarkable performance 
and long life of the New Series 
Marmon 34 


NorpYyKE & MarmMon COMPANY 


Established 1851 INDIANAPOLIS 

















Haas Brothers 


Distinc 
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When Paris determines what the Fall and Winter silhouette is to be, 
she indicates simultaneously, the fabrics in which it is to be interpreted. 


The word from Paris is that Heavy silk and satin crepes and plain 
satins will dominate for Fall and Winter, and the wide variety offered in 
these Haas Brothers fabrics provides unlimited opportunity for selection. 


Paulette Crepe Kitten’s Gar Brocade 


An exceptionally heavy silk crepe, but 
still in the family of sheer fabrics. Kitten’s Ear Crepe. 


Kitten’s Gar Crepe : Manchu Crepe 


A soft, satin-crepe with a sheen that accen- a ‘ 
tuates color. Unusually heavy; drapes rn oan ome 


beautifully. 
Wloleskin Crepe : Seorgette Satin 
A soft, satin-crepe for the youthful ‘after- A satin of unexcelled beauty and firmness; 
tailors splendidly. 


noon and evening frock. 
A Gown 4s No Finer Shan Its Fabric 
Produced by 
_ Haas Brothers) Fabrics Corporation 


Fifth Avenue, New York 
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A GOOD SUGGESTION 


ETHEL (bored) “Better run upstairs 
Mine are ‘ON Y X’ 
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MOTHER: “Heavens! Ethel, just look at that stocking” -and the horrid man 


at the store said they were such good hose!’ 
and put on a pair ot mine, Mother. 
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Onyx’ Hosiery 1m all matenals 
ot the Better Shops Everywhere 


Emery @ Beers Qmpany, Inc 
Sole tt ic Ato Distributors, NEW YORK 
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blue or brown with 
pray squirrel fur. 





Franklin Simon 





& Co. 


Fifth Avenue, 37th and 38th Sts. New York 











21—MISSES’ SUIT of VELDYNE 23—MISSES’ SUIT of VELLU- 


a new wool duvetyne cloth,navy CIA,arichsuedecloth,navy blueor 


Zanzibar brown; pray 
195.00 squirrel fur collar. 135.00 


SIZES 14 to 20 YEARS 


MISSES’ TAILORED SUITS 
EVEN FASHION REFUSES TO BE ARBITRARY WITH YOUTH, AND 


THOUGH KEEPING THE STRAIGHT SKIRT, OFFERS EITHER THE 
BOX COAT OR THE COAT WITH AN INDICATED WAIST-LINE. 





ani tl -_ 


25—MISSES’ SUIT of LLAMA 
CLOTH, a suede-like velour, navy 
blue, dryad, twilight, maroon with 
Australian opossum fur. ]} 5.00 


Prompt Delivery Free, Anywhere in the United States. 



































ell Vales Dresses 


“Here you are now, and on time! You'll be amused when we tell you 
that after coming all the way to New York to shop for frocks we have 
decided to buy Betty Wales dresses that we could just as well have pur- 
chased back home.” 

Betty Wales Dresses, made in sizes for women and girls, are uncondi- 
tionally guaranteed, and are sold by only one store in each vicinity. 


A most attractive booklet of Betty Wales Styles will be sent on request. 


Betty Wales Dressmakers 


410 WALDORF BUILDING NEW YORK CITY 
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The « Specially Shop of % Yiyinalions 
FIFTH AVENUE AT 38" STREET, NEW YORK 


BONWIT TELLER &CO. | 


The Fink ART 
/ DRESS “ 


finds a sympathetic 
and appreciative 
expression in the 
personali ed Modes 
Achieved yi Shop 
Dress is an Art that 
reveals all Art. 
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THE PERFECT 


_- 


or lack APPAREL 


Dresses 8 Blouses 


SHops at the forefront of fashion 
in their communities are displaying, 
for both miss and matron, a repre- 
sentative variety of Blackshire Black 
Creations, each serving a definite 
fashion need. 

The Blackshire Label can be found 
in lustrous black attire for social 
wear, some models subtly relieved 
by the use of decorative color, in se- 
verely tailored black cloth dresses, 
and in the tastefully correct apparel 
decreed by social convention. 

Each type shows the smart indi- 
viduality of specialists; each creation 
carries the distinctive Blackshire 
label-guarantee. 


Send for the Blackshire Style Story 





“THERE IS NO SUBSTITUTE 
FOR BLACKSHIRE” 





THE HOUSE OF BLACK 
112 Madison Avenue «+ New York 


% Wholesale Only 
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From the Famous Painting 


& 
ad 


NOINMON eC Mo mcorecS an \\ | 
— Margaret Irving of the S\N 
Zeigfeld Follies—as wine Yam 
some in her Mallinson’s 

Pussy Willow as the 
famous English beauty 

whom Sir Joshua Rey- 

nolds painted three times 

—an honor of great dis- 
tinction. 


MALLINSON’S Silé MASTERPIECES 


3 PUSSY WILLOW JACQUARD ROSHANARA CREPE 

\__GHINCHILLA SATIN: INDESTRUCTIBLE VOILE 
SATIN SONATA PUSSY WILLOW SATIN 
FOKINA SATIN ROSHANARA CREPE 


(All trademark names) 


By the yard at the best Silk Departments—in wearing apparel at the 
better Garment Departments and Class Shops. 


MALLINSON’ 
Silks de Luxe 


“The National Silks of International Fame” 
NEW YORK 
































HE Mohawk Label is modest 
i ove inconspicuous, but a 
growing number of particular 
women insist on having it on un- 
derwear and gloves. They know 
that Mohawk Products fit beau- 
tifully, wash reliably and are un- 
usually economical. 
We place the Mohawk Label 
only on products made in the Mo- 
hawk way, and that is [as it has 
been fora generation} to make the 


best. 


Shall we mail you our dainty booklet? 


Mowawk GLove CorporaTION 
25'7 FOURTH AVENUE, NEW YORK 
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SILK UNDERWEA 
Silk Gloves (Mocha Suedene Gloves 
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Paris, our Director of 
Fashions chooses these 
frocks for Miss 14 to 20, 
as reflecting the fashions 
which she saw leading the 
| mode in Paris. They are 
| created in fine materials at 
moderate prices. The im- 
portant unique c/ic and 
varied needs of the board- 
ing school or college girl 
and the debutante have 
been kept in mind in mak- 
ing the selections 





Louise  [leloise Kenee 





Louwise—Knite plaited panels at either side and red and silver 
trimming of pockets, sleeves and neckline are proots of 
Parisian inspiration for this navy blue tricotine frock ; $47.50. 


Heloise—Very chic, very tailored are the long lines of this 
navy blue Poiret twill frock which makes every edge an excuse 
for a binding of lacquer ribbon; $79.50. 


Renéc—Dots and stripes of Copenhagen blue on a ground of 
navy blue are very stunning in the wool skirt tabbed at either 
side, which is so fetching an end to the long-waisted blouse of 
heavy navy blue morroccan crepe; $95. 





Nanette—Rust color, fashion’s favorite shade, is the reason 
for Georgette crepe sleeves as Lanvin makes them, inset side 
panels and a narrow front panel in the blouse, all gaily em- 
broidered in blue, the color of the peplum frock of kitten’s 
ear satin; $63.50. 


Sophic—The cape has won its charming way onto the shoulders 


of this piquant frock of kitten’s ear satin with the knife plaited 
skirt and slim. long waistline. Navy blue or brown; $79.50. 


‘Nanette Sophie NEW YORK 























As Frilly as a Petticoat 
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Vanity fair 


as Comfy as a Knicker ! 


oe / 








HAT’S just what the Petti- 

bocker is—a combination of 

the frilly petticoat and the com- 
fortable knicker! There's an elastic 
at the waist and an elastic below the 
knee—then from above the knee 
hangs a ruffle which adds a feminine 
touch. It lends a bit of warmth on 
brisk days, yet allows the freedom 
which only the bi-furcated apparel 


can vive. 


This is only one of the Vanity Fair 
creations in the world of silken un- 
derthings! There’s the knicker with 
the double back which simply refuses 
to wear out! There’s the Union Suit 


with the patented “sure-lap” closing 
—the Vest with its extra length and 
“non-skid” shoulder straps—the 
Step-In Envelope Chemise with no 
snaps nor buttons and the Vantie with 
step-in drawer effect and elastic waist. 


Vanity Fair is so economical, too! 
Not only in its “initial cost” but in 
its “upkeep’’! It needs no boiling, 
bluing or bleaching, so you can 
rinse it out yourself and save costly 
laundry charges. Vanity Fair dries 
so smoothly and lustrously that you 
need not eveniron it. Be certain that 
the Vanity Fair label is in every article 
of underthings vou buy. 


Vanity Jair Silk ‘fills, READING, Pa. 


Makers of Vanity Fair Silk Underwear and Silk Gloves 
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SILK UNDERWEAR 























Ocroeoer ff 11 
Fifth Avenue F,) tewart g. Jo g at 37th Street 


Correct Apparel rorWomen& Misses 
NEW YORK 


NEW BOX-COAT SUITS for WINTER 
bi ements saaient 
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145—tTrig, simple Box-Coat Suit featuring 146—Alluring new creation in Chamostyne. 147—Luxurious Box-Coat Suit of Veldyne, 
Butterfly collar, novel pockets and hand-made sumptuous collar and button trimmings of Kit 


A : Adjustable Collar and pocket trimming of ; # 
buttonholes. In imported Velveteen in Navy, : * . Fox Fur. The Buttons are accentuated by 


Black or Brown; in Duvet de Laine in Siberian Taupe Nutria Fur. Colors: Siberian Squirrel, Silk embroidery stitching. Colors: Siberian 
Squirrel, Zanzibar, Dryad or Navy. 59.50 Dryad, Nanking, Zanzibar or Navy. 112.50 Squirrel, Dryad, Nanking, Zanzibar or Navy. 
198.50 


Our New Fall Fashion Book offers a varied selection of Individual Apparel to the woman 
of refinement and discerning dress tastes. We shall be pleased to mail a copy upon request. 
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A .SEMI-DRESS 





PRESENTING 
TAILLEUR 





GOWNS FROCKS SUITS | iy and a waiee Une charmingly enpened 


city and a waist line charmingly accented 





with a sash of self material tipped with 
beaver knobs Fasteners in double button 
effect appear at neck and a trifle below the 


‘CI {IE\ EMENTS INDEED waist, while embroidered set-in panels with 
i phen i ‘i ‘ iS «se folds lend a pleasing petal finish to 
wae IN DELIGHTFUL HARMONY WITH aan tl nek cee Gate ane 
ao THE MORE APPEALING idds ar imitable touch to this truly 
. - different mode 
FALLTIME MOTIFS. ania 
The Miler 
L_abel \ppears 
Offered by one accredited representative ye 
in each city—the most accessible Mal 


address named on request. 


H. MILGRIM @ BROS. 


DRESSMAKERS rAILORS 








St reet, 
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New YORK 
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MIGEL SILKS 
—-"MO@DN-GIO” 
SATIN CREPE DRESSES 
: NLESS you have handled and “fondled” N 


N Migel’s “Moon-Glo” Satin Crepe, you have \ 
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AY #9 
IN soe 4 no concept of how beautifully a fabric can be N 
Ni ee made—so fascinating is its clinging softness— N 
N so rich its lustre. . 
‘ —All of which is admirably demonstrated in N 
the charming models shown by the best ready- Ny 
J to-wear departments and shops. N 
4 A label in the garment—the name on the selvage—will t 
N assure you. N 
N Sole Maker N 
i Maker of N 
N “‘Fan-Ta-Si’’ for Sportswear ts ) 
N “‘Pierrette’’ for Sheerwear Ny 
N ‘‘Moon-glo’’ for Everywear N 
Y N 
N N 
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THE H. BLACK COMPANY 
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“THAT WELL-DRESSED £00K” 
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The versatile Coat is at its best in the model dlustrated above, 
while the little lady at your left wears a Swagger Coat. 


FE, learned long ago that to be enviably well-dressed 
one does not need an elaborate wardrobe— merely a 
“well-selected”’ one! 

In the selection of coats, for example, one must first con- 
sider her personal activities. For sports wear and general 
inion rough-and-ready life, the Campus Coat is just the thing. 
j \ The Versatile Coat is true to its titl—it is adaptable to 

d ) almost any occasion including informal evening wear. Then 

there’s the Sw agger Coat for travel, for motor wear or even 

as a heavy storm coat. The Wrap is, of course, the coat of 
luxury, to be worn over formal dress. 


Cleveland and New York 
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‘Tailor-mades 


Remember, no matter how much it ‘looks like” a 
W ooltex Tailor-made, it just can’t be without that 
Wooltex signature shown above. Wooltex Tailr- 
mades are priced at $45 , $55 »$O5 +875 up to $725. 
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This particular Campus Coat (above) has a Raccoon Collar 
and a suedine lining, so, though abbreviated, it is really warm! 
At your right is a Wrappy Coat of grace and charm. 


One does not need to purchase all of these coats at once, 
because a Wooltex Tailor-made lasts for several seasons, and 
by purchasing one coat now, another next season and so on, 
you will soon have accumulated a wardrobe for any occasion. 

The signature of the Wooltex Tailors in your coats and 
suits means that the style, the fabric and the tailoring are 
the kind that last! 

The shop selling Wooltex Tailor-mades in your town has 
a copy of “The Tailored Woman” fashion magazine for 
you. If you do not know which shop it is, write us, and if 


you prefer, we will mail the magazine to you © 1920, The H. Black Co 


THE H. BLACK COMPANY Cleveland and New York 
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Announcing 
Packard “Single Six” 


E have always made large cars 
designed for maximum speed, 
great power, and all the roominess 
that goes with a long wheelbase. The 
ultimate development has been the 
Twin Six, which has firmly establish- 
ed itself in the regard of the public, 
and which we have been producing 
and marketing for a number of years. 


Packard reputation for motor 
cars rests solidly upon the 7win Six, 
and it always will! 


Sacfiard 


But there has for years been an in- 
sistent demand for another car to 
supplement the Twin Six: a car of 
shorter wheelbase and lighter weight, 
a general-purpose car of great ma- 
neuverability in traffic, one that 
would park in a short space at the 
curb. 


And the demand was that this 
light car should give unusual gaso- 
line mileage and tire mileage, and 
finally, that it should be designed 
and built Packard-wise, and there- 
fore be able to keep out of the repair 
shop longest and to require least 
attention from its owner or driver. 


We thought it over and studied 
the problem for a good many years, 
during all of which we were ac- 
cumulating experience in the design 
and production of the highest pos- 
sible grade of car. 


We have at various times during 
the past ten years designed a light- 
weight companion to our larger 
cars, but were never entirely satisfied 
with our efforts. 


Then the war broke out, in 1914, 
and believing that America would 
inevitably become involved, we 
turned our attention to designing 
airplane engines, and from then to 
the close of the war had a thoroughly 
successful experience in designing 


The 10-Year Car 


and manufacturing airplane motors, 
which, as you know, must give the 
greatest power with the least pos- 
sible weight. 


* * * 


We learned a great deal through 
this experience that was applicable 
to the automobile, and towards the 
close of the war we felt we were 
finally well equipped by experience 
to design the light-weight car. 


Meanwhile with a_ constantly 
growing talk of congestion in traffic, 
and increasing cost of gasoline, tires 
and other supplies, the demand for 
the light car became more and more 
insistent. 


* * * 


We have taken several years for 
the development and perfection of 
this new Packard, but we believe 
we have accomplished what we set 
out to do, and take now a pride in 
announcing that the Packard Single 
Six will soon be ready. It will be 
manufactured alongside the Twin 
Six and by the same matured and 
experienced organization. 


The new car is of five-passenger 
capacity and will be offered in 
Touring, Runabout, Coupe and 
Brougham or Sedan. 


The motor has six cylinders, 338” 
bore by 44” stroke. It is therefore 
of medium size, and despite its light 


weight is very sturdily built. 
It is equipped with the Fuelizer. 


The Single Six motor is new 
throughout but it is not experi- 
mental. 


It includes every principle of good 
engineering that our experience has 
shown to make for maximum 
power, coupled with silent opera- 
tion and freedom from annoying 
troubles. We have failed of our in- 
tentions if we have not produced a 


motor that will run longer and re- 
quire less attention than any other. 


Our chassis design is very simple 
and clean. Its light weight, together 
with its unusually efficient motor, 
result in a very economical car. 


As an instance of this, in our test 
driving in cross-country runs, we 
have made over twenty miles to the 
gallon of gasoline. Of course, in 
congested city driving the mileage 
will not be so high. 


Average tire mileage can be ex- 
pected to exceed 15,000 miles. In 
our extensive experimental driving 
of this new car, we have had some 
tires in fair condition at the end of 
25,000 miles. 


It is an agreeable car to operate, 
having the easiest possible steering, 
the lightest clutch action, the short- 
est turning radius and, we believe, 
all those qualities that you would 
like to have in a light-weight car for 
general purposes. 


The workmanship and finish are 
Packard throughout. 


Scheard. 


The greatest obtainable luxury, 
the maximum power, and the ulti- 
mate in road-ability, must always be 
found in the large car. That is the 
field in which the Packard Twin Six 
will always be dominant. 


In this new car we have not at- 
tempted to compete in that field, but 
rather to produce an active, easily- 
operated, high-grade, lightcar,with all 
the elements of efficiency, economy 
of operation and, above all, long life. 


There are Packard cars today, de- 
signed years ago, that are nearing the 
half-million mark in miles traveled. 


The new Single Six is also, we con- 
fidently believe,a TEN-YEAR CAR. 


PACKARD MOTOR CAR COMPANY, Detroit 
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The Solution of the Whole Problem 
DECORATION CARPETS FURNITURE FABRICS 


W.& J. SLOANE 


47th STREET & 5% AVENUE. 
WASHINGTON DC. NEW YORK CITY SAN FRANCISCO. 































































TEP onto Saxon’s low-hung running boards. Notice their 
Uple extra width. Ease and comfort in entering and leaving the 
car. But still more important, note their Duplex construction— 


produced a car at least two years ahead of present standards. 


+ 
| SAXON MOTOR CAR CORPORATION AXD nN 
DETROIT, MICHIGAN = 











poll neering o not merely attached to the chassis, but built of steel as an integral 
| P x part of the frame. Thus Saxon’s running boards add strength, 
| -assures doyble str F rigidity and road-shock resistance to the entire car. Through- 1 {I 

qnd UXUTY out Saxon this established principle of Duplex engineering has | | 
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A N original Hickson tailored 


suit, posed in the Green Room 
of Hickson, Inc., Fifth Avenue, 
New York 











ITH all the wealth of costume art which Paris has to offer, 
the ultra-smart Parisienne comes ‘way across the ocean for 
her tailored suits and frocks. 

And why? To be truly “Hickson” tailored! 
the Hickson silhouette, which, abroad, as at home, ts recognized to 
be without a peer! 

“And what is the secret of the youthful slenderness?” 
The Redfern corset has been chosen for the Hickson living models, 
and over its graceful restraining lines are draped and fitted the 


Qrdorn 
J eonse ts 


FRONT LACE—BACK LACE 


exclusive Hickson creations. 








That she may have 



































THE DANCE OF DEATH 






IS MIDNIGHT. Twelve solemn strokes 
from the old bell tower that keeps watch 


over the churchyard at its feet proclaim 


this fact and give signal for a strange 
Death with his violin tucked snugly 


( scene. 


beneath his bony chin, beats time with his heel 


ona mossy tombstone, “zig-a-zig-a-zig”, and plays 
a merry dance tune. One by one the skeletons 
rise from their resting places and join the dance. 
Woven in the mazes of the waltz one hears the 
melancholy sighing of the night wind, the 
branches of the lindens rubbing against one 
another, and the rattle and scuffle of bony feet 
Suddenly the cock 


crows and sends the jocular, gruesome crew 


over the lichened stones. 


scurrying back to their graves, while Death, still 
fiddling, vanishes over the nearest hill. 


Saint-Saens’ “Dance of Death” is one of the 
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A Merry Ghost Story 


stories in the Estey Musical Library, made avail- 
able in all its picturesque imagery by the Estey 
Residence Pipe Organ. In the arrangement for 
the Estey Organ the weird suggestion of this 
symphonic poem is given a power and interest 
that make it an unusual evening's entertainment 
for a group of friends sitting late around the big 
fire, telling ghost stories. 

Just let the Estey Organ tell this old tale by 
Saint-Saéns, and you will get some intimation of 
the never failing delight, wonder, thrill that 
organ music always yields, of the vast resource 
found in a well selected library of orchestral 
music. 

Tut 


Estey Orcan Company, Brattleboro, Vermont; 


Studios in New } 11 West 49th Street; Philadelphia, 1701 
Walnut Street: ( , Lyon & Healy; Boston, 120 Boylston 
Street: I Ay 3 South Hill Street; London, 12 Rathbone 
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Mantke SPORTS COATS, Wan-tailored 


“4 N—and especially the out- 
door species — has been the 
inspiration for these Kenyon Sports 
Coats. The lines are long, the cut 
trig, trim and /a//leur, the fabrics, 
everything out-doorish from softest 


On sale everywhere in the 
United States and Canada. 
Identify the genuine Kenyon 
New York Styles by the label: 





C. Kenyon Company 
Makers + New York 


Style cards and name of local 

merchant mailed on request. 

C. Kenyon Company, Inc. 

5th Avenue Bidg., N. Y. 
223 Jackson Bled. 


Sports Coats 


blanket-cloths to marvelous heather 
tweeds, in all colorings. 


Tue Dark Coar is a Kencheviot of flatteringly man- 
like cut and long lines that make its wearer look taller. 


Tue Licur Coat is a Kenyon camel’s hair adapta- 
tion of men’s style to feminine figures and desires, 


Chicago 


Exclusive Fabrics, Expertly Tailored 
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Quality without Extravagance” has been a consistent 
Baker policy that makes more friends for Baker Shoes every year. 


One simply cannot find better style, fit and wearing quality than 
Baker Shoes possess—and they are not extravagantly priced. 
Nothing is added for Baker skill and experience in designing. 


Women who wear Baker Shoes write us voluntarily that they 
cannot find other shoes at any price that fit them so well and are so 
smart. We shall be glad to direct you to the nearest Baker dealer. 


“Quality without Extravagance” 


GrorGeE W. Baker SHOE Co. 
Crasson Avenue, Brooklyn, New York City 
































ESOS 


Doyou not stand a little straighter 
in your stockings when you have 
pride in the ownership of them? 
More people are buying Phoenix 
hosiery today than have ever 
bought any other brand. And 
the reason is, we are convinced, 
that economical buyers every- 
where are finding in our good 
product an unprecedented 
security and elegance—a thrifty 
and lasting pride in ownership. 


PHOENIX 
HOSIERY 
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© Simon Ascher & Co., Inc., 1920 
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ASCHER’S KNIT GOODS 


“THERE is real economy in Ascher’ s Knit 
Goods; built to give that enduring wear 
that robust healthy children demand. No 
purer, softer wool is spun than that which 
is closely knitted into every little gar- 
ment, accurately sized and smartly styled 


for every need from infancy to childhood. 


the Lamb’ identifies 


The ‘‘Label of 


Bootees, Sacques, Sweaters, Mittens, Sweater 





Ascher 


" KNIT GOODS 


Look for the ‘*Label of the 
Lamb’’—it is your guarantee 


of quality. 


Suits, Leggings, Tocques, and other novel- 
ties for Infants and Children, as well as 
knitted specialties for Women. 

Write for name of nearest dealer and cat- 
alog picturing every fancy knit goods need. 


Address Department D. 


SIMON ASCHER & CO., INC 
ESTABLISHED SINCE 1879 


362 FIFTH AVENUE: NEW YORK CITY 
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Drouve Re productions 
in Sterling Silver 


of the most notable 

examples of’ the 

Gfewelers art Ca 
Sn fabricated) 


Diamonds 
Sapphires 


Com eralds 
Pearls 


At prices rangin 


g 
from $70 to $5O 
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rouve Reproductions and Fishsow Jewelry of Distinction 
Studios and Ga ctory \ 


126-130 West 22nd Street, ew York City 
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Drouvé Bow-knot. The original kindly loaned 

for reproduction in Sterling Silver and brilliants 

by a well-known New York society matron. 
$30.00 


| Reproductions 


This beautiful Drouvé Reproduction in Sterling 
Silver and fabricated diamonds has all the graceful 
lines of the original seen at the Ritz-Carlton. 


£ « Drouvé Bar Pin, reproduced in Sterling 
Silver from one worn at the Piping Rock 
Horse Show. 


A Drouvé Ring having all the beauty of 
the original worn at a performance of 
Aida at the Metropolitan Opera House. 


A Drouvé Ring inspired by a Parisian 
creation and reproduced through the kind 
permission of a leading American prima 
donna. $15.00 


On Display 
at the Better Shops 


an’ . 

; This Beautiful Drouvé Flexible Bracelet in Sterling‘ 
Silver and fabricated Diamonds, reproduced in faith- 
ful detail from the original worn by Mrs. , of 
New York $15.00 


Henry I ishel & SONS he 


uvé Reproductions and Fishson* Jewelry of Distinction 
Studios and Gactory : 
126 130 West 22nd Street, New York City 
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HILDREN are hard on stock- 

ings, at best. The least your 
dealer can do is to give you chil- 
dren’s hosiery of known value—full 
size, shapely, and good for at least 
a normal period of wear. 


Probably once upon a time you 
got some of this exceptional Black 
Cat Hosiery for your children. Did 
you get the same thing the next 
time you went back to the store? 
Or were you forced to take some- 
thing out of a mixed stock? 


This practice of mixing hosiery 
stocks is nothing but a habit of the 
average dealer’s mind. The real 
merchant broke away from it years 
ago. Thousands of stores are con- 
centrating on Allen A Black Cat 





| Doing Away with Chance in Children’s Hosiery 


Hosiery as their one great stand- 
ardized line. 


Allen A Black Cat Hosiery has 
been made in the same great Mills 
for thirty years. Each pair will in the 
future be stamped “Allen A” — the 
Maker’s personal pledge to you of 
uniform quality and dependable 
value. 


“Allen”—the name of the Makers; 
and “A”—the standard mark of first 
and finest grade. Tell your dealer 
to concentrate on Allen A Black 
Cat Hosiery—keeping up his assort- 
ment and sizes, buying from the 
Mills direct. 


Silk, lisle, wool, cotton—for men, 


women and children. 


Also Makers of Cooper’s-Bennington Spring Needle Underwear for Men and Boys 


The Allen A Company 


Kenosha, Wisconsin 






































Copyright, 1920, The Allen A Company 
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Gowns 





Tailored Suits Tailored Dresses 


Wraps - Furs - Coats 
Hats 





| The Hickson Tailored Frock expresses 
| inimitable characteristics that create 
fashion influence both here 
and abroad. 








Paris representation assures a dis- 
tinguished presentation of French 
models and accessories. 











Fifth Avenue 
At Fifty-second Street 


New York 


BOSTON, Mass. PARIS, France 
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The Beautiful 
Attracts the 


a Beautiful 


Draw a mental picture of the most 
fascinating girl you ever knew. 
She’s dainty and winsome, 1sn’t 
2 Be she? — with that wondrous grace 
and charm that seem to hold cap- 
tive the secret of enduring youth. 































She's beautiful always, and by that 
natural law which makes like at- 
tract like, she draws to her all 
things beautiful in life — friends, 
popularity, happiness, success. She 
surrounds herself with beautiful 
possessions, and always — AL- 
WAY S—she wears the most ador- 
able of clothes. 








For just so surely as the jewel owes 
half its brilliance to its choice 
mountings, so the attractive woman 
gains her enchanting personality 
from the magic setting of lovely 
clothes. 








“The House of Youth” Suits for Misses and 








Small Women are finer than anything ever — 
created at home or abroad. They convey an 
irresistible charm of exclusive beauty, dainti- 
ness and grace. See them at your nearest | 
dealer's or write us direct for information = 


where they may be obtained. 


i 
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SCHULMAN & HAUPTMAN 


“THE HOUSE OF YOUTH” 
38-40-42 EAST 29th STREET, NEW YORK 
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“Wexbar Satin Charmant 
Weochar Crépe Lezarde 
Weschar Crépe Lunette 
Wexbar Satin Lunette 
Wescbar Canton Crépe 





owns of 


CWexbar Silk~ 
the final word 
m feminine luxe 
ury. oh fitting 
adornment for the 
CU merican Woman. 
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ATHENA 


Underwear 





AR 





Ordinary 
Underwear 


















Easy Grace and Comfort 


in ATHENA Underwear 





F ALL women knew the self-possessed 
comfort it assures, all women would wear 
ATHENA Underwear. For there is no 
woman who likes to have her undergarments 
slipping down over her shoulders, binding in 
the armholes, bagging in the sleeves, pinch- 
ing across the front, rumpling up and wrink- 
ling under her corset, opening or pulling in 
the seat and across the thighs. 


ATHENA Underwear is the only under- 
wear that can be absolutely depended upon 
not to do these things. 


T IS tailored to follow the natural lines of 
the body—and that means rounded lines 

as well as straight lines. It never gets out of 
shape, and yet it gives with every movement. 


ATHENA Underwear comes in every 
style, weight and quality, and at prices no 
greater than usually asked for ordinary 
underwear. 


Note the striking contrast between 
ATHENA and ordinary underwear, as 
shown in the graphic comparative illustrations 
of Women’s Underwear. 


There is only one thing to remember in buying ATHENA 
Underwear; get the same size as your bust measure—no 


larger. 


Ask the saleswoman at your local store to tell you why, 


and also to show you ATHENA’S seven special features. 


CHICAGO 


MARSHALL FIELD & COMPANY 


NEW YORK 


© 1920. M.F. & Co 
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SHELTON LOOMS FABRICS 


Reproducing skilfully the pelt of the most wanted 
fur-bearing animals, Shelton Looms Woven Furs 
offer the smartness of correct style, the comfort of de- 
. lightful warmth and the added advantage of economy. 


* Include in your Fall and Winter wardrobe a garment of 
we woven fur—you will find it modish in every respect, and 
ae iy RY wonderfully comfortable because it is so light in weight. 


= 


atl, 





Wrap of Rex Kerami 


by Bergdorf & Goodman Co. Look for the Shelton Looms Label on all 


14 we 
nhs AY Woven Fur garments. Sold by the yard 


New York a 
dy at the best stores and in ready-made ap- 
; parel at all leading garment departments. 
1 
i SIDNEY BLUMENTHAL & CO. Inc. 
i 395 Fourth Avenue New York 
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“Shi e “Ces & Dunn 
Styl e Shoes of Chality 


HE happy blending of restrained good style and unques- 
i tioned quality still marks the creations of Utz & Dunn 
footwear for gentlewomen—a fact generously proven 

in their present season's modes. 


leathers; shapes designed with thoughts for nature-lines as much 
as for smartness and quality; prices consistent in every instance, as 
free from needless extremes as the modes themselves. 


q Featuring: A varied showing of the softest yet truly enduring 


You'll find these ‘‘Style Shoes of Quality” at the more discerning 
stores. If your favored dealer has not yet provided for an Utz & Dunn 
representation, merely acquaint us with the fact and his name 
we'll promptly arrange a showing for your future convenience. 


A copy of the Style Book sent on request. 


UTZ (es DUNN COMPANY Makers o} — of Quality” 


Department C. ROCHESTER, N. Y 
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Invisible € omfort «and Visible Style 
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VAN RAALTE 
GLOVE SILK 
UNDERWEAR 


You may wear it arid — it 
as “awe as you wilt aa 
Its del; Elites 
eommeCcseteraha= pinkness 


whl cling, to it still 


WW evel by dete makers 


Jan Raalte Veils 
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Making Uniform Quality Easy to Obtain 


From the roughed-in piping of a building, or the smallest bathroom 
accessory, to an entire heating plant or drainage system—or a com- 
pletely equipped bathroom, kitchen or laundry—practically everything 
required can be obtained, through the plumbing and heating trade, 
from one reliable source— 


CRANE 


Supplementing the Crane Service which is available everywhere 
through the trade, Crane exhibit rooms in cities all over the country 
give buyers the added convenience and satisfaction of basing their 
decisions on displays covering every phase of heating, plumbing and 











sanitation. This personal selection provides a basis of thorough 
understanding between owner, architect and plumbing contractor. 


From heating, plumbing and kind- 
dred installations for the home to 
the pip requir ts of the in- 
dustrial world is a broad step, but 








THERE IS A NEARBY CRANE BRANCH T0 GIVE YOU CRANE SERVICE 





BOSTON 
SPRINGFIELD SIOUX CITY 
BRIDGEPORT ST. PAUL 
ROCHESTER eS MINNEAPOLIS 
NEW YORK WINONA 
~~ ol 836 S. MICHIGAN AVE. CHICAGO a" 
PHILADELPHIA o- a WATERTOWN 
READING VALVES~ PIPE FITTINGS-SANITARY FIXTURES _ WATERTOv 
GREAT FALLS 
CAMDEN CRANE EXHIBIT ROOMS BILLINGS 
nw 23 WEST 44™ ST. AND 22 WEST 45 ST..NEW YORK CITY SPOKANE 
ae TO WHICH THE PUBLIC IS CORDIALLY INVITED a bo 
tp BRANCHES: FIFTY-NINE LEADING CITIES +» WORKS: CHICAGO. BRIDGEPORT Lh 
enema POCATELLO 
LANTA SALT LAKE CITY 
KNOXVILLE TULSA TERRE HAUTE ROCKFORD OGDEN 
BIRMINGHAM OKLAHOMA CITY CINCINNATI OSHKOSH SACRAMENTO 
MEMPHIS WICHITA INDIANAPOLIS GRAND RAPIDS OAKLAND 
LITTLE ROCK ST. LOUIS DETROIT DAVENPORT SAN FRANCISCO 
MUSKOGEE KANSAS CITY CHICAGO DES MOINES LOS ANGELES 


one which is covered by Crane Ser- 
vice. Accompanyi hoto shows 
a special cast-iron nged cross 
recently supplied by the Crane Co. 
for a plant installation. This huge 
fitting weighed about 3300 pounds, 


We are manufacturers of 
about 20,000 articles, in- 
cluding valves, pipe fittings 
and steam specialties, made 
of brass, iron, ferrosteel, cast 
steel and forged steel, in all 
sizes, for all pressures and 
all purposes and are dis- 
tributors of pipe, heating 
and plumbing materials. 
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What they owe to 
expert workmanship 


To the same ideal of excellence which resulted 
in Tom Sawyer fabric, dyed in-the-thread and 
firmly woven on special looms, is due the supe 
riority of their workmanship. 

For only highly skilled craftsmen could give to 
Tom Sawyers their boyish style of cut and line, 
and only expert hands could make lasting their 
tailored look. 

Hard wear and countless tubbings leave Tom 
Sawyers shapely, and rich in color. 
Shapely—because the firmly sewn seams, the 
carefully finished poc kets, the sturdy re-enforced 
waistbands, and strongly made button-holes are 
planned to withstand the hardest kind of boy 
play. 

Rich in color—because the fabric is dyed-in-the- 
thread,the process which makes colors enduring. 
And yet, because your dealer buys Tom Sawyers 
direct from the maker, they cost you no more 
than you usually pay. 


ROMIPERS 
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SHIRTS—12 to 14 neck. JR. NORFOLK SUITS—3 to 8. 
BLOUSES—6 to 16 years. , ROMPERS—2 to 8 
MIDDY SUITS—-3 to 10 BEACH SUITS— to 8 
RUSSIAN SUITS—3 to 10. PANTS—3 to 10, 

ALL-IN-ONE SUITS 2 to 8. 


For dealers there’s a miniature sample trunk. From it 
you can make stock orders unhampered. With it comes 
a mighty interesting sales story Better request it 
right away. 


Elder Manufacturing Co., St. Louis, Mo. 


New York Chicago KansasCity Dallas Los Angeles 














W hy will a woman wear the same make of shoe for twenty years? 


HOUSANDS of women—keen, critical buyers 

have worn “Queen Quality” shoes year in and year 
out for twenty years. And each season their choice has 
been the best of the latest styles. 
Why this continued patronage? Only because they 
have never found it possible to equal “Queen Quality” 
style, beauty, fit, comfort or value at anvthing like 
“Queen Quality” prices. 


Slip on a pair of “Queen Quality” shoes and you will 


see your feet at their daintiest. You will be smartly 
and beautifully shod. You will be perfectly fitted and 
your feet will be completely comfortable. 


Then, as the months go by, the wear and the value 
built into “Queen Quality” shoes will be demonstrated. 
And you, too, will know why so many particular 
women continue to wear “Queen Quality” shoes year 
after year. 


The prices of this season’s models are so reasonable, too. 

















“Queen Quality” shoes are shown at leading shoe stores everywhere. 








Because reputation is valued above all else, “Queen Quality” fine black kid shoes 
are made of SHOE-SOAP Kid. Eight years of consistent use in “Queen Quality” 
shoes have proved its leadership. This association of “Queen Quality” endeavor 
with that of the tanner and retailer enables women to obtain exceptional shoes 
made from SHOE-SOAP leather which they have long tested and now demand 
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Sole Distributors, Geo. Borgfeldt & Co. New York, Rose Oma! 








LA GRECQUE 


TAILORED UNDERWEAR 


“FJailored-toTit’ 


SILK AND COTTON FABRICS 


339-A Fifth Avenue 





uty 


The alluring simplicity of La Grecque Underwear makes 
it a joy to behold. ‘Vailored to fit the individual form it 
has no superfluous fulness to mar sheer gown or gossamer 
lace. Made of the finest silks, nainsooks and batistes, and 
fashioned into captivating designs, La Grecque 
leaves nothing to be desired. 

La Grecque launders as well as 1t wears 

Dainty booklet “The Lingerie of a Lady” 

sent free if you mention dealer ! 

LA GRECQUE UNDERWEAR CO. 
New York 
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“More Than 
A Spat” 


OR T'weedies are smart—smart and comfortable. Slipped on over Cuban or Louis heel, 

buttoned close, preserving graceful lines, they combine the joyous ankle freedom of the 

summer time with proper protection against chill autumn and winter winds. And with it 
all, that dressed-for-the-occasion look which every woman wants. 


j WEE D IF The perfect fit with the slender ankle effect—the way they hold forward, hug the instep— 
nt a and cling at the heel, permitting no wrinkle at the back and the absence of unsightly buckles 
Boo lo D\ are all original Tweedie features. 


The lighter pastel shades of Lichen, Ash, Biscuit and Clay of Worumbo Wul-Buk cloth in 
a? Fagg ag Me nine-inch T'weedies will be the smart thing this Fall. 
sewed in every genuine pair. - . _ 
If your favorite shop cannot show you Tweedies, 
write us, we will tell you where they are to be had. 
Copyright 1920—Tweedie Boot Top Co 


Tweedie Boot Top Company - St. Louis, Missouri 
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If Madame 


would enhance her 


appearance— 


If you would have all the grace and charm 
of a perfectly corseted figure — 


If you seek the latest in fashion trend, the 
utmost in comfort and service, choose— 


rolaset 


PRONOUNCED FRO-LA’SAY 


ront(Orsetseo 





Because of their scientific design, excellent 
styling and exquisite materials, these 
famous front lace corsets will bring out 
the naturally graceful lines in your figure. 


If Madam asks, a skilled cor- 
etiere will show Frolasets— at 
good stores and shops everywhere 


FROLASET CorseT COMPANY 


ag 


kers of Front Lacing Corsets Exclusively 
York Office: Fifth Avenue Building 
Factory: Detroit, Michigan 
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: While the prominence of the shoes for women produced by 

oY [. Miller for the present period has resulted to a great degree 


from the spirit of novelty applied, the items which really made 
them successful were good taste and exceptional shoe making. 


~/ 
C8 pExs Gee 


oO 
PRESENTED BY THE I. MILLER SHOPS IN NEW YORK AND 
* CHICAGO AND THE FOLLOWING AGENTS OF REPUTATION ( 
ALLENTOWN, PA., The Heinz Store LOS ANGELES, CALIF., Ville de Pans 
‘ ATHENS, GA., Johnson Shoe Co. LOUISVILLE, KY., Byck Bros. Co. 
©) ATLANTA, GA., Byck Bros. Co. MEMPHIS, TENN., Halle (e : 
BIRMINGHAM, ALA., Burger Dry Goods Co. MINNEAPOLIS, MINN., Napier’s Booterie 
BRISTOL, TENN.-VA., The H. P. King Co. NORFOLK, VA., Snyder's, Inc. 
CHARLESTON, W. VA., May Shoe Co. OMAHA, NEB., Napier’s Booterie 
CHARLOTTE, N. C., Gilmer-Moore Co., Inc. PHOENIX, ARIZONA, Chas. Korrick & Bros. (} 
CLARKSDALE, MISS., Powers & Co. PITTSBURGH, PA.., Jos. Horne Co. 
gy CLEVELAND, OHIO, Stone Shoe Co. PORTLAND, OREGON, Tieburg Bros. = 
aS; DALLAS, TEXAS, Leon Kahn Shoe Co. ROANOKE, VA., Propst-Childress Shoe Co. Ie 
". DAYTON, OHIO, Elder & Johnson Co. ROCHESTER, N. Y., Gould Lee & Webster 
DENVER, COLO., The Fontius Shoe Co. SACRAMENTO, CALIF., Chas. P. Nathan & Sons 
DES MOINES, IA., Slade Shoe Shop SAN ANTONIO, TEXAS, Frank Bros. 
fy GALVESTON, TEXAS, Hammersmith Bros. SAN DIEGO, CALIF., The Marston Co. ( 
GRAND RAPIDS, MICH., Herpolsheimer Co. SAN FRANCISCO, CALIF., Sommer & Kaufman 
GREENSBORO, N. C., Dobson-Sills SAVANNAH, GA., Byck Bros. Co. : 
§5) HARTFORD, CONN., The W. G. Simmons Corp, SCRANTON, PA., The Heinz Store {© 
HOLLYWOOD, CALIF., Hollywood Boot Shop SPRINGFIELD, MASS., Forbes & Wallace 
HOLYOKE, MASS., Thos. S. Childs ST. LOUIS, MO., Brandt's Incorporated 
HOT SPRINGS, ARK., Ike Kempner & Bros. TULSA, OKLA., Hunt Murry Co. (") 
) HOUSTON, TEXAS, Hammersmith Bros. UNIONTOWN, PA., The Campbell-Hathaway Co. 
ACKSONVILLE, FLA., Golden's Bootery WHEELING, W. VA., Stone & Thomas 
EY) ANSAS CITY, MO., Byms Boot Shop WICHITA FALLS, TEXAS, P. B. M. Co. ( 
So LITTLE ROCK, ARK.., Ike Kempner & Bros. WINSTON-SALEM, N. C., Dobson-Sills SS 
WORCESTER, MASS., Denholm & McKay Co. 
i. MILLER © SONS ~ 
a, 


ey) INCORPORATED 
Novelty Styles of Excellent Taste 


FACTORY: 
) Carlton and Flushing Avenues, Brookiwn, N. Y. 
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\ea rf Soop TastE today decrees the 

ee CS) use of silks that can mould 
QS themselves to the figure, 

drape themselves in graceful swirls, 

or flaunt themselves in saucy puffs 

or rufHes with equal charm. 


CREPE CARESS 


cA Satin Crepe 


i 


' is ideally adapted to these varied | 
! uses, for while caressingly soft and 
smooth it has the firm, even texture 
that is so necessary for a successful 
frock this season. 


All Prnikers StLkKs are exquisitely 

woven and all come in awonderful 

range of delightful colorings. There 

is a Penrkers silk for your every 

dress need. 

Leading dressmakers prefer them — 
{ leading stores sell them by the yard. 
Look for the name in the selvage. 


sth sit An OS aii PTE 


Other Penikers SILks include: 


Pentkees Pentkecs 
All Silk Duvetyn Crepe we Chine 
Pentkees Pentkees Georcette 


Crepe Meteor ae P 
p Chimerat, Rhapsodé 


a 

Pentkees ‘ye 

Satin Charmeuse Cordellé, Sy/va-Spré 
a oo and Pentkees 


Satin De La Reine Silkand Wool Fabrics 











' 
| ¥ CARL SCHOEN % | 





SILK 
CORPORATION 


Above is pictu 
fully drap 





? afternoon 








CREPE CARESS 260 FOURTH AVE Bb iL. 
. NEW YORK f — 
GEO. C * 
HEIMERDINGER ’ 
CO. 
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Tailored 
MIDDY SUITS 


ano BLOUSE S 


ERE isa photograph of three girls 
dressed in ‘‘Miss Saratoga’ Mid- 
dies, Serge Suits and Bloomers. 

It shows the exact garments—the trim, 
well-fitting hip lines, the full blouse 
sleeve which lends freedom to the arms 
and which is the real U. S. Navy sleeve, 
the rolled (not flat-tailored) collars. All 
these are individual points of superiority 
which lend character to ‘‘Miss Saratoga’”’ 
garments. 


In good department stores and shops 
the country over you will find ‘‘Miss 
Saratoga’? Middies, Middy Suits, Bloom- 
ers and children’s Middy Dresses. More 
than twenty different styles in jean, flan- 
nel, beach cloth, real Irish linen, poplin 
and fine serge now are displayed. ‘The 
fabrics and colors are as individual as are 
the models. Some garments have very 
beautiful silk embroidered emblems with 
hand-embroidered silk closings, crowfeet 
and stars. ‘‘Miss Saratoga’ has bettered 
the best of ordinary middies in smartness, 
tailoring, finish and individuality of fabric. 

Ask for ‘‘Miss Saratoga’ garments at 
your favorite store. If you cannot obtain 
them write us direct for style plates 
and name of nearest ‘‘ Miss Saratoga’”’ 
merchant. 


Without this 
label it is nota 

** Miss Saratoga” 
garment. 


Without this 
label it is nota 
**Miss Saratoga”’ 
garment. 





OR 



















CRIPPEN & REID 
BALTIMORE, MD. 

New York Office: Wilson Bldg. 

1270 Broadway 

















Miss Sarato Q 





Worn By the Group Above 


Model 932 Middy Blouse (Pat- 
ented). Has detachable collar and 
cuffs of all-wool storm serge. Con- 
cealed fastening buttons and button- 
holes on collar—exclusive to ‘‘Miss 
Saratoga’’. Player on left shows 
collar and cuffs detached; player 
on right collar and cuffs attached. 
Sizes 6 to 22 





Both players are wearing ‘‘Miss 
Saratoga’? bloomers with unique 
non-rip seat; adjustable at waist 
and knees. In serge, sateen, ete. 
Sizes 14 to 22. 

The referee (in center) is wear- 
ing a ‘‘Miss Saratoga’’ serge suit. 
Sizes 14 to 22 years. Also 6 to 14 
for ‘Little Sister.’ 
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W hat Does “Old Bleach’ Mean? 


[’ is the name of the old-fashioned—and best—process for bleaching 
Linen. The brown cloth, laid on greensward, is transformed by aid 
of sunshine, wind and rain into a dazzling white fabric, with exceptional 
durability. 





But “OLD BLEACH” Pure Irish Linen Damasks are not only sturdy. 
Like all thoroughbreds they have artistic beauty and a high intrinsic 
value by reason of their perfect quality and taste. 


One finds “OLD BLEACH” Irish Linens on display in the best shops. 


The i 
vw ” ’ 
OLD BLEACH” LINEN © Ip 
Reg Imwde Mark 
23-25 East 26™ Street New York 
JRLAMONT MANAGER @€_-——" 9 
Cen . 


adian Represen 
“™ W.H.STELEY, 22 West W g 
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INTERNATIONAL TRAVEL BUREAU 
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From the Days of the Padres 


In those days, Senorita Ramona Dolores Valencia 
climbed aboard a deep-sea-going mule and ambled 
along El Camino Real to visit at the next rancho. The 4 
Camino Real is a looping ribbon of black asphalt now, 
from San Diego to San Francisco, and every curve, 
every turn, every mile that flows beneath your twin six 
discloses a new and charming vista in 


CALIFORNIA 
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Wouldn't you like to motor over their net- The Travel Bureau knows all the good 
work of perfect roads? Or drop down in a hotels of California, from the Ambassador 
Pullman from ‘Truckee into the vineyards in Los Angeles to the little mountain re- 
and “a0 of the Sacramento Valley; or along sorts back of San Francisco; knows the fash- 
the Southern route into the city of “Our ionable colonies of Santa Barbara and Mon- 
Lady, Queen of the Angels?” Or sail through tecito, the beach cities from La Jolla north- 
the Canal to anchor along the famous Em ward to the line. The motor roads, the 
barcadero of San wranciscot If you would missions, the movies, the national parks— 
—or if you’d like to go anywhere else in Vogue’s Travel Bureau knows them all, how 
the world—let Vogue’s Travel Bureau send to see them and when. There is no charge 
you the varied, accurate information that for this service. Just write, or sign and 
makes travel comfortable and untroubled mail the coupon to 


VOGUE'S 


International Travel Bureau 








= © Pub. Photo Service 
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(The Aaalie ssador 


HE prestige of the Waldorf- Atlantic Citys Newest and Most Distinctive Hotel 
Astoria has gained in lustre URING September and October you will find Atlantic City, 


America’s Riviera, at its best, and The Ambassador, conducted on 


with each succeeding year. It both American and European plans, offers you_ the quality of 


service and unexcelled cuisine that appeals to a discriminating clientele. 





is the first choice of those who Ocean bathing is con fortable until late in October, and The Ambassador 
. a P . - has its own great indoor salt water swimming pool with swimming = 
recognize distinction of service and instructor. Privileges of 18 hole golf course, deep sea fishing and hunting A 
o ie in season 3 
surroundings of the utmost elegance. Among the many distinctive features of The Ambassador are the famous : 
Japanese tea room overlooking the ocean; the spacious Pompeiian grill 


where you may dance to the strains of The Ambassador Dance Orchestra; 
the Renaissant salon, and the promenade decks . 
giving an unobstructed view of the Atlantic. Sym 


oh ny concerts every evening : - 
fe & 
You may rent a delightful California bungalow 
set in an Italian garden directly opposite The Oo S 
7 ad U a | Ambassador and with Ambassador service. The So 
@ 0 a or are ~ Ol 1a | Ambassador, with 800 rooms and baths. is in the ’ 
heart of Atlantic City’s most exclusive residential 


Fifth Avenue 93% anv 34" Streets. New York. district. Write for booklet. 
L.M.Boomer - - - President . 
The Ambassador Hotels re 


Ambassador, Atlantic City; Ambassador, New York; 
Ambassador, Santa Barbara; Ambassador, Los Angeles; 
Alexandria, Los Angeles. 
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brshing Sguare 
a New York City 


The ‘World Centre of Great ‘//otels 


ERSHING SQUARE is the human, throbbing nerve center 
of the Nations of the World—in cosmopolitan New York. 
Facing the Square, adjoining, or within a step of the Grand Central 
Terminal, is a group of the world’s most sumptuous of modern hotels 
The Biltmore, Hotel Commodore, The Belmont, and Murray Hill 
Hotel. In these monuments of architectual art, the metropolis of the 
world entertains the stranger within its gates, with all the amazing 
interests and luxuries of twentieth century hotel life—10,000 guests 
a day—and every day a difterent 10,000. Here, in the atmosphere of 
great possibilities, are planned and settled the political, financial, 
social, literary, artistic and business interests of the day. 


veennniae 









Fifth Avenue, with its fashionable shops, is one block away. The 
clubs, the theatres, the restaurants, libraries, art galleries, concert 
and exhibition halls are nearby. The arteries of transportation, 
subways, elevated and surface cars, center here, bringing the most 
remote points of the city within easy touch. 


Whatever your business, or pleasure, in New York—a day, a week, 
a year—whatever your purse, whatever your taste, one of these 
splendid hotels of Pershing Square will serve you with an individual 





THE ANSONIA . . . ° 
eames uae iia Oe. ease and comfort and a personal hospitality which the combined 
pennants ange efforts and long experience of a group of the best hotel managers in 
IN THE RIVERSIDE RESIDENTIAL SECTION 
--ALSO UNDER THE DIRECTION OF MR. the world have made an art. 
BOWMAN 


THE PERSHING SQUARE HOTELS 
UNDER THE PERSONAL DIRECTION OF 
JOHN MCE. BowMaAn, President 4 
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MURRAY HILL HOTEL--JAMES WOODS, V. P. THE BELMONT THE BILTMORE HOTEL COMMODORE 
PLAN OF PROPOSED NEW BUILDING JAMES WOOD, V. P. GRAND CENTRAL TERMINAL GEORGE W. SWEENEY. V. P. 
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Hotel Pennsylvania, with its 2200 
rooms, 2200 baths, is the largest 
hotel in the world—built and oper- 
ated for discriminating travelers who 
want the best there is. - for all the others. 
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HOTEL 
PENNSYLVANIA 





Opposite Pennsylvan ta Terminal New York 


Eleven Out of 19,000 is T'00 Many 


Standing in the lobby of the Pennsylvania the other evening, watching 
people, I got a new sensation. The mail clerk had just been talking to 
me; and I noticed is his hand a little report-form which had at the bottom 
the figures 19,409. That was the mail and telegrams which one week 
had brought to the Pennsylvania’s mail-desk for distribution! 


Now of all those people in the lobby 
(maybe you were among them), there 
probably weren’t three who had ever 
thought, in any such terms as that, of 
the complex hotel-machine they were 
using. But it impressed me that there 
mightbe many of them who would find 
a moment’s interest in getting such a 
behind-the-scenes glimpse of detail in 
the hotel’s daily routine. And the 
reason it occurred to me, I imagine, is 
because we frequently find (in both the 
Pennsylvania and the Statler hotels) 
that the guest who has the best general 
idea of a hotel’s problems is, some- 
how, the guest who always seems to 
“get the best service.” 

When you think of those 19,000 
letters, most of them coming in during 
the busy eight hours of each twenty- 
four or something like 300 an hour— 


Associated with it are the four 
Hotels Statler in Buffalo, Cleveland, 


these five hotels makes reservations _ has just been purc 


Allhave private Hotel Sratler. 


every one of them important to some- 
body who is making that hotel his 
temporary home, you may get a new 
idea of how an illegible signature on 
your guest-register can complicate the 
difficulty of giving good mail-service. 
Of course we check every signature, 
with the writer, as soon as it’s written 
—we do scores of things to prevent 
the little mistakes which make big 
troubles. But if we could just get 
across to our guest an inkling of how 
service might be affzcted by the legi- 
bility of his signature, or by the way 
his order is given, we could almost 
promise to keep everybody happy all 
the time. 

Yes, and the mail-clerk’s report of 
that week’s work was that he had 
eleven complaints about mail-serv'ce. 
Eleven—and 19,409 pieces of mail! 


Sorthow.. | 











bath, circulating icewater and other 
unusual conveniences in every room. 


Detroit and St. Louis; and each of — An entire block of — Buffalo 


hased, for a new 
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“TREO 
GIRDLE 


PATENTED 


The All-Elastic Corset 


THE ‘*TREO’”’ GIRDLE 


is made entirely of porous woven surgical elastic 
web, which “gives” freely to every movement of 
the body, yet firmly holds the figure. Lends grace 
with absolute comfort. Our patented method of 
construction and character of materials used make 
it equally desirable for street, dancing, evening or 
sport wear; white or flesh. Retail Misses’ lengths, 
$5.00 to $7.00. Adults’ lengths, $5.50 to $15.00. 
CAUTION. The “TREO” GIRDLE has feat 
elastic above elastic waist-line band, and, there 
the a ae dh > org waist-line. 1f not at 


TREO COMPANY, Inc. 


160-V Fifth Avenue, New York. 
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Paraknit 


TRADE w 


ElasticBrassiere 


PATE NTE O 


TREO ‘‘Paraknit’’ Brassiere 


is made of “PARAKNIT”, a new kind of light- 
weight, open-work elastic material, invented by the 
Treo Company, expressly for bust reducing, bust 
supporting brassieres. It is very flexible and ex- 
tremely stylish, and gives a perfectly natural and 
graceful contour to the bust. The diaphragm 
feature is of non-elastic material and is very ad- 
vantageous, as it supports and reduces the dia- 
phragm. Made in white or flesh in sizes from 34 
to 50—at your dealer at $3.00 and $3.50, or write 
for illustrated booklet. 


Canadian Address, Eisman & Co., Toronto 
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306 Fifth Ave. 


/ ~Vew York> 


/ 





PRONOUNCED 


1) YAY-GER N 


100% PURE NATURAL WOOL < 





















For Autumn 




















HOSE very’ unusual English 

Camel’s Hair Polo Coats, intro- 

duced to America by Jaeger, are 
much in vogue. Modish in tailoring, 
with lines that are smart and youthful; 
soft and light, yet warm; they meet the 
requirements of many occasions. 

















Scarfs with gay borders, chic looking 
tams to match them; woolen hosiery 
that fits the ankle snugly, and sweaters 
for either sport wear, afternoon or 
evening. 








The JAEGER label in every woolen article you 
buy means assurance that every fibre is 100% 
pure wool. 





20 N. MichiganAve. 


hicago. 











If there isn’t a JAEGER shop in your city 
write us for illustrated book. 











Dr. Jaeger's Company 


402 Boylston St. 
306 Fifth Avenue New York City 


‘Boston 
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VOGUE’S SCHOOL 
DIRECTORY 














To the girl whose plans have gang a-gley NEW YORK AND VICINITY - 
A h h 
ey testy -allngalnadisoam THE BROWNSON SCHOOL 
The schools on these pages say, Diteass Sehacl tac Catholic Girls. 


“The more the merrier and Resident and Day Pupils. 
French the language of the house. 


There’s still room for another.” Mrs. Atwoop VIOLETT 
24 East 91st Street - - New York 


NEW YORK AND VICINITY 





OMSTOCK 
SCHOOL 


If you don’t see what you want 


Address—phone—or wireless 
246 West 72nd St-eet at 
The Scudder School #'5..0i98' prive, Ny ‘cits 


Miss Foster’s School for Girls ee ee GRADUATE SCHOOLS (1) Secretarial, with unt 
i GRADUATE SCHOOL: ) Secretarial with un 

19 West 44th Street New York City usual features (2) Scuseheta hate (3) ‘Social Wel- 

fare and Community Service Inquire ab jut this 

remarkable course. Address Miss V. G. Scudder. 


52 E. Tend St, N.Y. Gity, Near Central Park Oo gee ; 
" THE DEVERELL SCHOOL = Rpegidence in Nem York | 



























A French Boarding and Day School FOR GIRL STUDENTS 
57 East 74th Street New York City | 9,,,, MRS. HENRY HARRISON BOSWELL 
pen the year round Chaperonage : 
Removed from 9 rue de Chaiilot, Paris 344 West, ay St., at Riverside Drive a 
next to the American Embassy gue on request I 
New York Paris 1 
MADAME SKERTEN, formerly of 3 Avenue ay and bwarding 
Trocadero, aris has opened we — NC 1 be THE GARDNER SCOVILLE SCHOOL Rae ets a ng : 
SCHOOL FOR GIRLS in New York. 7ersona ’ New York’s most pictu - 
supervision SCHOOL for Girls esque spot—C "eo tral Dark 7 
1 & 15 East 92nd St., N. Y. Tel. Lenox 4791 ; It is the aim of the school . 
11 East 5ist Street, for to broaden the intelligence, 
= snide - New York City sents ate social graces al d 5 
“ . insure the haprine 
L°ECOLE FRANCAISE A thorough school with de- 2042 Fifth Ave., © New York City —— pupil, Post Grad : ate 
A French School for American Girls. _Bemoved lightful home life. Fireproof Full aS : Poe tured assoc’ tations. Special and finishing courses 
from Rome at the beginning of the war. References building. Ccllege preparatory, u Preparatory and advanced Lalguages, Art, Music and Dramatic al 
by permission: Soar —_ gue academic, secretarial and elec- studies. ae. Music, —— Dec life. Outdoor recreation. For catak 1 A 
Jusserand, French Embassy, Washington; me. i » ses. Music. iding, oration, Jramati .xpression, ‘ 
Barrere, French Embassy; Lady Rodd, British a omemgg meats BR ns Languages and Practical ‘ ‘ourses mes. 'v. DARRINGTON SEMPLE, Principal 
Embassy; Mrs. Nelsen Page, American Embassy, swimming, tennis, ’ Tarecinel nee end 2 
Rome. MME. J. A, RIEFFEL (diplomee de I’Uni- dancing—63rd year. ndividual care and supervision. / he paar cr) 
ity Eel Eh Miss Eltinge & Miss Masland Ross B. Chieman ~ 
: Principals Box V, 241-245 Central Park West, N. Y. City. 
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MRS. DOW’S SCHOOL *8423N yore. Pri 
For sIlustrated circular apply to 
3 Mrs. EDITH COOPER HARTMAN, B. S.—Principal 

Music Department Mr. Ossip Gabrilowitsch, Artistic Advisor; Mr. Howard Brockway, Director Prt Department -Mr. Frank V. DuMond, Director 
d 
A SCHOOL OF THE NEW ERA sie 
ijas 


THE BRIARCLIFF FEATURES 


Outdoor life with supervised athletics. 
Junior Department—College Preparation. 
Home Efficiency and Postgraduate courses. 
Spoken French, 
New York Advantages. 


Music, Art, Dramatic Art. 
English, Spanish. 





























THE BRIARCLIFF IDEAL 


A girl at home in the world of nature, art 
and science, with clear vision, breadth of 
thought. and grace of manner, equipped to 
meet |i fe s demands, whether i in home- mak- 
ing. in social service or in the world of affairs. 











Hive 
































October 








NEW YORK AND VICINITY 





Elementary Day hoo! | 


SCUDDER FOR BOYS AND ee 


on Hotel Majestic roof. Enclosed, steam-heated 
classrvoms. Kindergarten through preparatory for 
High School. Hot mid-day meal Supervised 
afternoon play. Address Miss Edna H. oes. 
244 West 72nd Street, N. Y. C. Tel. Col. 1620. 
oy music, 


The 


Montessori"! 


School ota 
Sho 


if " ecatred. 
o 
lark 
Che Cark, oncentration 


jong rs Tra.uing Course 
A. Reno Berean. 
os "West End Ave., N. 
FOR Os AND GIRLS 
BOARDING AND DAY PUPILS 
Prepares for any college. By an intensive 
system of individual instruction, 





FOR CHILDREN 


two and a half to eleven 
years 


less than the usual time and trains pupil; 
who have been backward elsewhere to cul- 
tivate alert, retentive . 
minds and qualifyinall JYOUNG CHILDREN 
subjects. The School The Clark School has 

fitted up one of its 


Buildings are hand- buildings for children 





some and commodious, |o¢ trom two to ten 
and beautifully ap- [pedrooms light and 
pointed. spacious; dning-hall 


roomy and homelike 
Outdoor playground 

The teachers study the 
desires of their tiny 
pupils and try to make 
the wee ones happy 


Write for records made 
by pupils at this 
school and for full de 

scriptive catalog. Reg- 
ister now for Fail term. 


Boys’ School, 72d St. & West End Ave., 
Girls’ School, 301 West 72d St., 
New York City. 


Boys’ Country School, Preston Park Lodge, Pa. 
A School Where Records Are Made | 

















. * 
Miss Mason’s School for Girls’ 
On the Hudson, 45 minutes from ghee! 

York. Graduate, preparatory, special, v 

cational departments. Sepasate echool ‘i 

little girls. Summer School emphasizes yo- 

cational training. Fe SOM LLM. address 
MISS C. E. 


Box 731 Ta Hudson, N.Y. 





HIGHLAND MANOR, Terrytows-co- Hudeon 


Non-sectarian school for girls will open October Ist 
on site now occupied by Knox School. Liberal Arts, 
Preparatory, Secretarial and Home-making. Cat- 
alog. Eugene H. Lehman, Dir., Box V, 216 W 
100th St., New York City. 


HEWLETT SCHOOL 
Hewlett, Long Island 


Primary through College Preparatory 
ALL OUTDOOR SPORTS 


. Boarding and age Day 
West Islip trol gabyion, N.Y 
A delightful home school which poe mo the ei | 
through from kindergarten to college entrance. | 
erent - in -, old — jence community on Long | 
l,lan Ages to 18 years 


MRS MARY M. HADDEN, Director 





NOBLE SCHOOL | 


White Plains, N. Y. | 


Boarding school for girls from 6 to 14. | 


Extensive playgrounds. ‘‘“Gym.”’ Best 
mental, moral and physical guidance 
and home surroundings. Fall term be- 
tie pt. 15. Kathleen Noble Jerome, veal 








enables a | © 
bright pupil to complete a course in much | 


5 ha aside 


| KENT PLACE 


NEW YORK AND 


VICINITY 












| NEW YORK AND VICINITY 





NEW ENGLAND 
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150 
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NEW YORK 
OF MUSIC AND ARTS 


HAVE REMOVED TO THEIR NEW BUILDING 


DEAL 
River. 


for resident and day pupils. 
decorated studios and concert hall All large, 
sunlit rooms, 
modern convenience. 
and art students. 
ladies. All 
taught, from the beginning to the highest artistic 
finish, 
teachers of Europe and 
tional 
board, practicing, etc., 


SCHOOL 


Riverside Drive (Corner 87th St.) 
Ralfe Leech Sterner, Director 
location overlooking Hudson 
Building completely equipped 
Gorgeously 


roof garden, elevator, and every 
A real home for music 
Proper chaperonage for young 
branches of music and the arts 
by a faculty composed of most eminent 
America. All recrea 
Terms, including tuition, 
on application. 


advantages. 
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MRS. MERRILL’S 
SCHOOL for GIRLS 








ci 


ORIENTA POINT 
MAMARONECK, NEW YORK 
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SUMMIT, N. J. 
20 miles from N.Y. 
A Country School for Girlz 
College bag wer I a aoa a Courses 
rs. Sarah Woodman Pa wae 
Miss Auna S. Woodman } Principals 





New Jersey, Orang 


Miss Beard’s School for Girls 


A country school, 13 miles from New York. Col- 
lege preparatory, special courses. Music, Art, 
Domestic Arts and Svience Supervised physical 
work in gymuasium and field. Catalog on request. 


Address Miss Lucig C, BEARD. 
NEW _JERSEY, Englewood. 
Dwight School for Girls  Co!!e#e, pre; 


special courses. Domestic Arts and Science. Pre- 
pares for all leading colleges. Limited number of 
pupils Spacious grounds Suburban to New York. 
Gymnasium Tenn.s, riding. Address Box 613. 
Miss CREIGHTON AND Miss Farrar, Principals. 









Suburban to New York City 
Fifty Minutes from Fifth Ave. 


Dr. & Mrs. Frederic Martin Town- 
send’s Boarding School for high- 
school girls or graduates. Exquisite 
appointments. Magnificent granite 
buildings (French chateau, immense 
gymuasium, cosy theatre). Fifteen 
acres in town overlooking the sea. 
All usual studies; also music, art 
expression, domestic science, secre- 
tarial. Select patronage. Membership 
$1200. For booklet with views address 


Director, Glen Eden, Stamford, Conn. 











The Ely School 
For Girls 


Ely Court, Greenwich, Conn. 


In the country, one hour 
from New York City. 
Twenty-five acres, modern 
equipment. College pre- 
paratory, General, Secre- 
tarial and Post Graduate 
Courses. Music. Household 
arts. Daily work in the 
studio. Horseback riding 
and all summer and winter 
sports. Sleeping Porch. 











| MARYMOUNT College and, 


[Superb location, 40 minutes from N. Y.™? 
| City. Separate College buildings. Four- 
} year course leading to Degrees. Two-year 
| finishing course for High School Graduates, 
| Academic Courses, Il’re-Academic, Music, 
Art, Elocution, Gymnasium, Athletic fields, 
5 Tennis Courts, Horseback riding. Chap- 
eronage to Concerts, ete. Write for cata- 
eane to 
The Rev. Mother, Tarrytown-on-Hudson, N.Y. 


P@ining Shoal F 


| Ossining ool: 
FOR GIRLS 


We offer, with diploma, Academic, Col- 
| lege Treparatory, Art, Music, Dramatic, 
Secretarial and Home-making Courses, in- 
| eluding Horticulture. 

Students may enter regular courses or, 
with parents’ approval, may specialize as de- 
sired. In beautiful Westchester, 30 miles from 
New York. Write for Year Book. Address 
Ossining- . -r_ bee 4 York. Box 10-V, 
LLER, Princival 
MARTHA S-) NARAMORE. Associate Principal 

































NEW YORK 


— MONTEMARE— 


School for Girls 


Adirondacks Florida 
Spring and Fall Mid-Winter 


Every day for outdoor life. Horse- 
back riding, field games, sailing, 
swimming and winter sports. Spring 
and fall terms Lake Placid Club, 
N. Y. Mid-winter term Miami, 
Florida. 


College preparatory, academic and oc- 











| La Jolla, Calif. 


cupational courses. Unique plan of train- 
ing prepared for each student. Entrance 
at any time. 


Anna A. Ryan, A.B., Head Mistress 
Lake Placid Club, N. Y. 














Lady Jane Grey School For Girls 37th year 
Binghamton, New York 
College Preparatory and General Courses. Ad- 
vanced work for High School graduates. Music 
Susiness Course, Gymnastics and out-door spirts 
tLLA VIRGINIA JONES, A.B., Principal. 


The Knox School For Girls 


Formerly at Tarrytown-on-Hudson, now on Otsego 
Laie, Cooperstown, New York For catalog and 
views address 

Mrs. Russell Houghton, Cooperstown, N. Y., Box 12 


DREW SEMINARY The Carmel gage 


for Girls on Lake Gleneida, Carmel, N. 

miles from N. Y. City. 600 feet elevation. ‘Moun 
like atmosphere. General and special courses. 
Athletics. 55th year. Catalog. CLARENCE PavuL 

















| sentative, 
Principal, Cohasset, Mass. 








BEACON 


A COUNTRY-CITY 
BOARDING and DAY SCHOOL 


For Boys and Cirls of All Ages 


Distinctly college preparatory, cover- 


ing all grades frum kindergarten to 
college. Special diploma courses for 
students not wishing to enter college. 
Household Arts, Music, Art, Secretarial 
and Business Courses. Faculty of ex 
perienced college graduates. 3-acre 
estate with 5 buildings in Boston’s most 
beautiful suburb. 85 acres and 5 build- 
ings in the Blue Hill region, 15 miles 
from Boston. Hillsview, the school’s 
summer camp, is used for week-end 
sports and games. For catalog address 


MRS. ALTHEA H. ANDREW, Prin. 
Brookline, Mass. 


1440 Beacon St., 














MASSACHUSETTS, Norton. (40 minutes from Boston. ) 
HOUSE IN THE PINES 


A school for girls. Preparatory and finishing 
courses. Languages—native teachers. Music, House- 
hold Arts. Secretarial courses. Every attention, not 
only to habits of study, but to each girl's health and 
happiness. Miss Gertrope E. Cornisa, Principa! 


Miss Hall's School 


Pittsfield . Massachusetts 








THE CHAMBERLAYNE SCHOOL 


General, special and college preparatory 
courses. Household arts. Music. Languages 
—native teachers. Out-of-door sports. 


Tue Fenway, 28. Boston, Mass. 





Formerly Miss Guild 
Choate School (eyq aS 
1600 Beacon Street, Brookline, Massachusetts 
Hiome and day school for girls 
Augusta Choate, Vassar, A.B., A.M., Principal. 
Ilelen Anderson Smith, Associate Principal. Ad- 
dress_until August Ist, 200 Commonwealth Ave- 
nue, Buston. 


THE BURNHAM SCHOOL for GIRLS 


Founded by Mary A. Burnham in 1877. 

Opposite Smith College Campus. 

Miss Heren E. Tuompson, Headmistress 
NortTHAMPTON, Massachusetts. 








LASELL SEMINARY auburndate, Mass 


Advanced work for high school graduates. Home 
Economics, Secretarial, Art, and Pre-Conservatory 


Music Courses. of aietie flelds. 30 acres 15 
—-. Pa iar . Winslow, Ph.D., Prin.; Chas. 
Towne, A.M., Assoc. Prin., 126 Woodland Road. 





WYKEHAM RISE, W*zhinston 


A Country School for Girls. Fanny E 
Davies, L.L.A., Principal. Boston repre 
i Maset E. Bowman, A.B., Vice- 





McCLELLAND, President. Box 215. Carmel, N. Y. 





PACIFIC STATES 
The BISHOP’S SCHOOL for GIRLS 


Under the Scripp’s Foundation 


Upper and Lower school. Educational and social 


training equal to that of Eastern Schools is com 
bined with the advantages of the healthiest climate 
| in the world. Right Reverend Joseph H. Johnson 
President; Marguerite Barton, M.A., Headmistress. 


Vcore 


Your Girl’ s . Education 
May Be Continue | 
IN BEAUTIFUL CALIFORNIA 
= Cumnock School of Expression : 
= 200 S. Vermont Ave., Los Angeles 3 
Offers Accredited 
and College Courses. 


u 


rune 
rd 


Grade, High School 
Send for Catalogue. 





THE MISSES ALLEN SCHOOL 
Life in the open. Athletics. Household 
Arts. College and general courses. 
Fach girl’s personality observed and de- 
veloped. Write for booklet. 
Vest Newton, Mass 





ASSACHUSETTS, Bradfo' 


BRADFORD ACADEMY for Young Women 


118th year. 162 Main St. Thirty miles from 
Boston. 
Address the Principal, 
Miss Magion Coats, A.M 








ROGERS HALL SCHOOL for. 


Lowell, Massachusetts, 38 minutes 
from Boston. Country sports. Gym- 
nasium and swimming pool For 
catalogue and views, address 

Miss Olive Sewall Parsons, B.A., Prin 
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EASTERN ATLANTIC EASTERN ATLANTIC EASTERN ATLANTIC 











GEORGE SCHOOL 


A home school in the country for boys 


NEW ENGLAND 
and girls, where they eat and recite to- 


y - 
gether. Supervision makes their associa- 


Town and tion helpful. Separate dormitories. Grad- 
00 uates succeed in college. 227 acres. 
Country Athletics. Catalogue. 


George A. Walton, A.M., Principal, Box 


| 
































Providence Rhode Island 289, George School, Pa. 
A town school offering op- eS ae ane 
iti a 
portun ties for country life ‘Wyoming Sey 
and sports. Broad Curriculum A co-educational school where boys and girls get 
including College Preparatory, a vision. College preparation, Business, Music, 
. a " Art, Oratory and Domestic Arts and Science. Mili 4 ' : ‘ : 
General, Secondary, and Ad- tary training, Gymnasium and Athletic field o- = 
vanced Courses. Music. Art. year. Endowed. Catalog. L. L. Sprague, D.D. Th H os h | FOR GIRLS 
. ° President, Kingston, Pa. 
§ ountry Residence and week- : % © arcum ts oo Bryn Mawr, Pa. 
end house For Girls requiring college preparation athorough there are well known artists in all branches 
= H I G H L A N D H A Bi 7. course is offered. of these subjects. 
d In Bryn Mawr, the beautiful college town, 10 
: A school for girls, in residential town 1000 feet d For Girls not going to college the school offers iba tag ee at rae agiag : buil 
F above sea level, on main line of and Post special opportunities to pursue studies ag can aeons ae adteaae por “ene 
or | Railroad. College Preparatory, Generel om 0st - B ng, ath, 
The MacDufhe School 77, | Rairost Lollese Preparatory. Ceres AB | suited best to their needs ie lees Grane, Reckap, too, teen 
Springfield, Mass. 3 Acres for Sports | Principal, Hollidaysburg, Pennsylvania d For Girls desiring to specialize in Music or Art, ball riding. Catalog. 
College, General, Special, and Housecraft Courses a | Mrs. EDITH HATCHER HARCUM, B. L. (Pupil of Leschetizky) Head of the School. 
} MRS. L. M. WILLIS, B.S. Read of Academic Department 


John MacDuffie, ee MacDuffe, A.B. THE GIRLS’ LATIN SCHOOL 


College preparatory and Academic 








Fi ac Selle of college trained Christian women Splen- — 
WA LNUT H I LL SCHOO L| did cultural advantages Beautiful home. Cata- OGONTZ SCHOOL. Founded 1850} ‘DA RLI L I NGTO N SEM I N A R Y 




















College Preparatory Schoo] for Girls. 17 miles | lo Miss Wilmot, A.B., Headmistress, Baltimore, ‘ 
from Boston. 46 acres. Skating pond. Athletic Mi. 221 St. Paul Street A school for girls * gir «dese ig an estate on the | 4 developing School for Girls. 60-acre estate in 
Ids. Gymnasium. = Rat a _—" os omg Bom a. Pennsylvania’s finest country Language, Art, Mu 
“ ; aati onan Ss ed booKiet Gescribing be y ng matilec sic, Expression, Secretarial, Business, and House 
as Highland St "atic, Mass. h h | A. ee en Peeaniiedn eae hold Management. College Preparation. Catalogue 
a ¥ J | - ° , , , . CHRISTINE F. Bye, President 
| The Roberts-Beach School | gemery" County: Ber 0S, West Chester Pe 
| For Girls Ten acres in suburb of Baltimore a cea a 
Information and advice in all | College preparatory and general course Benson 
m - ac oat ¢ h 1 Howard Roberts, A.M., D.D., Director 2 Sarah 
matters pertains o schools Morehouse Beach, Ph.D., Lucy George obe rts, | 
chool: . ladl d Ph.D., Principals. Catalogue. Catonsville, Md. BISHOPTHORPE MANOR The for 
or schooling g:ven gladly an . : > j) 
; A select school for girls. Convenient to New York Girls 
freely to all who ask at. — ieee ar 1 Philac ielphia. College preparatory and general 
| irses Secretarial wor Junior Department. | In suburbs—city advantages 8 miles distant. (Col- 
VOGUE SCHOOL SERVICE | MARYLAND COLLEGE for Women CLAUDE N. WYANT, Principal _ —— ay general courses Music 
, I . Courses: College Preparatory; College; Domestic Box 243 Bethlehem, Pa. | Art. rimary through High School. Small classes 
9'W. 44th St. New York mane | Science: Music; Eapeeecion ' Advantages: 10 miles | and individual attention. Riding, athletics. Sep 
a = —— | from Baltimore; Fireproof buildings; Strong fac- | - | arate house for younger girls. Catalog and views. ty 





ulty; 66 years’ history Catalogue 


EASTERN ATLANTIC | Address Box E, LuTHERVILLE, MARYLAND Emma Milton Cowles. A.B., Head of School 


THE BIRMINGHAM SCHOOL For Girls | Oak Lane, Philadelphia, Pa. 
Birmingham, Pa ee — a 


= yugh college preparation and courses for gir! = 


not going to college Gymnasium, swimming pool, 
€ | sleeping porch. Catalogue. A. R. Grier, Pres., 
7 | on 100 P. S. MovutTon, A.B., Headmaster, Box 125, Bir- | 
| mingham, Pa. 
ey 


























































































































































HERE’S a place for your girl at this big home . . 
school where she can work and play and be happy Miss Mills School | 
Wonderful outdoor life—campus on a wooded hill First Out - of - Door School. | | | 
overlooking a winding stream. Rooms are, cheerful Giris oto se! ney High scho | 
and artistically furnished; adjoining baths, long Rid at ine, lightful — 
mirrors, individual desk, closet and chiffonier. fa Individual ca 
College preparatory and general courses. Home Sleeping 5 s. French ¢ eechwood xe. | 
making, Music, and Secretarial. Wildcliff is ihe | phasized. Alberto Jonés, Su F 
new school for high school graduates. Seven Gables | sd . : _ 3 
virls : Hillcrest for those 6-11. Separate en Stanney Mills, Head of An established cultural and prac- i 
eR re i 14 lle est ‘ 10se 6-11 eparate a ees Philadelphia. fe qoenienet erat an6 pres ~ 
plete equipment for each. Mt. Ai +“ st 7 . 
Xi nla ‘ . , . Bia . Airy, “‘Cresheim,’’ Box V Faculty built by years of selection 
Girls and parents are always cordially welcomed | Many graduates occupy position 
Come visit in the Mother’s Room. of responsibility 
Indicate the catalog desired VERY eae 
: 8 o | E young woman shoul ye 
Mr. & Mrs. H. M. Crist, Principals, Box 1509, Swarthmore, Pa. LINDEN HALL S E M I NA RY| trained for social power and 1 
dividual efficiency. This is the aim of 
ae ET Ty tl el aldellele «2C | or Girls. Est 1746. Beautiful, healthful loca- | Beechwood. It combines the advantage 
tion Academic, College Preparatory and Special | of country and city trai! ng Junior 
Courses Separate gantes ge poeretertal | College Depart: ents, ( ge Prepara 
Catalog ev. F. W. Stengel, Principal, x 120, tory, Music, Art, Art. rf Crafts. Phy 
SOUTHERN SOUTHERN Lititz, Pa. ] sical Education icon ssion Di imesti 
inns ieeitliamiaeeanialpaanineg | Science and Art, Secretaryship, Normal 
. Gymnastics, Normal Kit dergartet 
Sel Le prone COLLEGE CONSERVATORY life; ASHLEY HALL ; Fg By a f |. CT. N rs CIRI || Large Faculty, Botan g Pool, “Ath _ 
North of Atlanta. Standard A.B. course; special | courses. College pret paration “tor best women’s | 1 ARY S H: AL L Lfor G RLS 11] ad ine ee M be inl ae AstUm pay 
advantages in musi¢, oratory, art, domestic science col lleges. Modern equipn eut. Swimming pool General, ‘a! ‘ollege Preparatory and Secretarial | || = wer atalog. accress f 
physical ¢ New gymnasium, swimming pool et advantag atalogue Courses wo years _— Graduate Work Music, || t 
Catalog “ilius trated book. Address BRENAU, MARY VA RDRINE McBEE. M.A., Principal. Art, Domestic Scier ymnasium, Outdoor Sports | M. H. Reaser, Ph.D., Pres., be 
Box oe. Gainesville, Ga. Charleston, S. C. and Riding MRS. “FEARNLEY, Principal, Box ||| Box 412, Jenkintown, Pa. Fret 
407, Burlington, New Jersey. {L ae an 
. . - -- 
HOLLINS COLLEGE for WOMEN ST. MARY S, An Episcopal School for Girls PENNSYLVANIA, Overbrook. 
maw 9 Sts AoNe, iain ‘ Founded 1842. Full College preparation and tw CENTENARY COLLEGIATE INSTITUTE—A girls’ , For Girl 
4 ma See ee years advanced work. Music, Art, Elocution, Do school in beautiful country near New York. 47th Miss Sayward s School { Suburb of 
Degree accepted for graduate work bj leading uni. | Mestie Science and Business. 14 Modern Building |} year 5 modern buildings; 50 acres; $400.000 | Philadelphia College preparatory and secretaria 
serattios 80) Boe Br c _—: 25-acre Campus in mild Southern Climate. Moderate equipment; athletics, swimming pool, etc. College | courses. Music, Domestic Science. P hysi eal train 
ee * jez rates Address Rev. Wakken W. Way, Rector preparatory “ee General & special courses. | ing, outdoor sports, horseback ridir swimming 
Miss Matty L. Cocke, Pres., Box 337, Hollins, Va. | Box 27, Rateicnu, N. C. Dr. Robert J. Trevorrow, Pres., | Develops character, mind and body Wr te Dept. V 
hittin Box 20, PRR a tng N. J. Miss JANET Saywarp, Principal ay 
— ST. 
Spee 
Pare 
Athi 
a sey 
Indis 
Gym 
5 } | ment 
> yr 3 A 5, if j On § 
Pe D C NV IN | sexes 
D i } : ness 
Rates 
For GIRLS AND YOUNG WOMEN HE SCHOOL OF FOUR SEASONS Presi 
Ward-Belmont combines highest academic training and advantages of extensive PRIN CETON and > wePREaLES TT ON — 
grounds and equipment with that much-sought-for Southern culture and refine- | 
ment. Courses to meet individual needs of students covering 4 years preparatory i | GENERAL AND COLLEGE AN OPEN AIR LIFE, 
and 2 years college work. Conservatory advantages in music. Strong depart- } PREPARATORY COURSES. WITH_ VARIED SPORTS i 
| ments in Art, Literature, Expression, Physical Training, Domestic Arts, and MUSIC, EURYTHMICS AND fo, catalogue address THROUGHOUT THE v 
Secretarial | PAINTING UNDER ARTISTS YEAR. THE LIMITED | ya 
q Outdoor sports and swimming pool. Woody Crest is the Ward-Belmont Farm and Country Club OF RECOGNIZED ABILITY. PRINCETON NUMBER OF PUPILS | | 
| Application with references should be made as soon as possible. Booklets on request. Address DOMESTIC SCIENCE. NEW JERSEY PERMITS CLOSE | F 
WARD-BELMONT, Belmont Heights, Box P. Nashvill FRENCH IS THE LANGUAGE ATTENTION TO HEALTH 
‘ wisaes , > Samm | OF THE HOUSEHOLD AND TRAINING — 
ess s00e " | MRS. MARTHA WHEELER KEELER, Ph.B., DIRECTOR ‘ RIV 
~~ " — 
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WASHINGTON, D. C. 


GUNSTON HALL 


Post-Graduate and Col- 
Expression. Domestic 
Science, Business and Secretarial Courses. Ath- 
letics Mrs. Bevertey R. Mason, Principal. 
1914 Florida Avenue, Washington, D. C. 


COLONIAL SCHOOL FOR GIRLS 

joarding and day. High school and college 
courses. Music, Art, Expression, Secretarial. 
Jeautiful location in National Capital. Athletics. 
Outdoor sports Inaugural year References: re- 
quired. Charlotte Crittenden Everett, Principal. 
1539 Eighteenth Street, Washington, D. C 


THE ABBY—Founded 1903 


An exclusive residence school Unusual personal, 
educational and social opportunities. Interesting 
courses of study including Music, Languages, 
Secretarial, Domestic Art, Domestic Science, Home 
Ex rt |. and Expression. Mary Arline Zurhorst, 
M.A.C., Prin., 3100 I6th St., N. W., Wash., D.C. 


NATIONALPARK SEMINARY 


Washington, D. C., Suburbs 
JAMES E. AMENT, Ph.D., LL.D., Pres. 


For Young Women. Presents the funda- 
mentals of a college education in a two 
year diploma course. Music, Art, Expres- 
sion, Domestic Science and other vocational 
courses. Athletics, Gymnasium, swimming 
pool, Thirty-two buildings. Sixty- 
five acre campus Cultured environment, 
healthy surroundings, democratic ideals. The 
Seminary is full for 1920-’21. Enrollment 
for 1921-'22 steadily advancing. Catalog. 
Address 
Registrar, Box 73, Forest Glen, Maryland 


hd ae 





Preparatory, 
Music, Art, 


For girls. 
lege work. 








riding. 














CENTRAL STATES 
MISS HAIRE’S SCHOOL 


The University School for Girls, Chicago. Fireproof 
building overlooking Lake Michigan. Boarding and 
Day Pupils. College preparatory elective courses 
Outdoor sports Annual charges $1500 
Miss ANNA R. Haire, A.B., 
1106 Chicago, 


BOYS 





Principal, 
Illinois 


Lake Shore Drive, 


SCHOOLS 
NEW YORK. 





SHERMAN ( 


SCHOOL 


PREPARATORY School for 
d Boys of 10 years and over, 
whose aims embody the standafds 
of Americanism, of character, and 
of physical strength typified by General 
Sherman faculty of forceful, 














scholarly men, who join the boys in 

all school activities Junior and 

College Preparatory. Military train- 
ing and outdoor life Non -sec- 
tarian wr booklet addres 





Headmaster 
Newburgh 
i A 






EPTON SCHOOL| 


A boarding and day school for young | 





boys which ; the gap between | 
the kindergarten and the College Pre- 
paratory school 

Head master 





Tarrytown-on-Hudson, N. Y. 


ST. JO JOHN’S MILITARY SCHOOL 


Ossining-on-Hudson, New York 
Special opportunities for quick college preparation 
Parental discipline Gymnasium, swimming pool 
Athletic field. Manly sports encouraged. Junior Hall, 
& separate school for boys under 13 Catalogue 
Vv RaNNEY, A.M., Pd.D., Principal 





CASCADILLA 


College Preparatory School for Boys 
Individual attention Small classes Athletics 
Gymnasium.  Well- known school — Enroll- 
ment, 125. Summer session. Cata 

A. M. Drummond, A 

Box 124, Ithaca, N 


STARKEY SEMINARY 


° Director 
. ¥. 








On Seneca Lake. Modern endowed school. Both 
sexes. Ages eleven yueme and up. College, busi- | 
hess preparation. Advanced work in Art, Music. 

.. State Regents Standards Apply early. 
K tates $335 to $375. Maz:tyn Summerbell, LL.D. 
President. LLakemont, New York, Box 421 | 
Be rmmtamemtnemn men ere rmnnnrerenmymecnmeniennis niin oH 1 nnn ee 
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for 
with 








RIVERDALE - ON - HVPSON, 


oll 


| reside 


R.F.D. No. 7, Box 943 


RIVERDALE 


High School classes. 


BOYS 


“CENTRAL, STATES. 


SCHOOLS 


[ CENTRAL STATES 





Serer eee 








rr HAH 


dR | 





from Chicago 


loves athletics, 


LITA 











sanitation, 





N ing, 


on request. Address. 





Northwestern Military and Naval Academp 


70 Miles A virile American preparatory school that will interest dis- 
criminating parents and that will appeal to the boy who 
outdoor life, 
Students of good character only received. 
on self-government principles and honor ideals. 
by colleges, the War Department and the public as one of 
the great schools of America. 
buildings with every known improvement in heating, light- 
fire-proofing, 
200. Catalogue outlining its many distinctive advantages 


COLONEL R. P. DAVIDSON, Supt. 


automobiles and other sports. 
School operated 
Recognized 
Exceptional location and 
limited to 


etc. Attendance 


Lake Geneva, Wisconsin 





of population Easily reached 
from everywhere Famous Military system, superb 
array of buildings described in catalog Apply 
now for vacancies after Christmas, and for Semes- 
ter beginning in February 
The Inquiry Bureau, Ind. 


Located at center 


Culver, 


PACIFIC STATES 





| WESTLAKE MILITARY SCHOOL for Boys 


| Will open its summer term June 12th in the 


New 
Home on 
Mount Washington, Los Angeles, Calif. 
Located on top of mountain, 1000 a above 
Skating Rink and 
COL. WM 


city 
eight-acre 
STROVER 


Athletic 
campus. 


A Big School for Little Boys 
Provides a firm foundation for a successful career 
Everything to meet the needs of small boys 
Modern buildings; seven acre campus; seventeen 
t teachers. Send for catalog 
ROBERT A. GIBBS, Headmaster 
Los Angeles, Cal. 


Field, 





NEW ENGLAND 








Teacher 
Receives boys and young men to 
be developed for college work. 


SCHOOL OPEN ALL THE YEAR 


One enter at any time. 


In every case my students accomplish 
Two Years’ Work in One 


Number limited that each may receive | | 


may 


Personal Intensive Training 


My Record Insures Success. 
THE SEYMOUR 


Stamford Connecticut 








Massee Country School 


Shippan Point Stamford, Conn. | | 


from New York City 
Island Sound 
A college preparatory for boys—day and board- 
ing. Junior Department 
boys 7 years up 
Small classes. Individ- 
ual attention 13th 
year. 16 acres. New 
equipment 
Address 
WwW. W. Mas- 
see, Ph.D., 
Box 400, 


Stamford, 
Conn. 


53 minutes on Long 







































OUNTRY SCHOOL 
FRANK S. HACKETT, Headmaster 


A College Preparatory School of high scholarly standing 


boarding and day boys New fire-proof dormitory 
one hundred individual rooms Vacancies only in 
For full catalog, address Headmaster 


TPPER NEW YORK CITY 


= 
_ 
i] 
tri 
a | 
ae | 
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= 
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CULVER MILITARY ACADEMY | 


EASTERN ATLANTIC 








JROVIDES y with an edu- 


ur boy 


eation and au all-around trai 
ing which will prepare him for 
future leadershiy The aim of this 
Academy is always to develop manly 
youth according to the toosevelt 
standards of patriotic Americanism 
“Quentin Hall’’—fine new modern dormitory, 
gymnasium, swimming pool, shower baths, recrea 
tion room, study hall, et 
Strong Faculty Academic Term commences Sep 
tember 22d Enrollments now being received 
Write to “Headmas ter for descriptive booklet 


ROOSEVELT MILITARY ACADEMY 
West Englewood, New Jersey 4 






The Pennington School 


Technical Schools or Business 
Gymnasium faculty Swimming pool, all 
athletics Junior School for boys 9 to 
FRANK MAC DANIEL, D.D., Headmaster 
Box 140, Pennington, N. J. 


Prepares for College 


Strong ] 








Peddie is a school that trains boys to be 
MEN! Nir miles from Princetor Mod 
ern dormitories campus all 
sports Graduates all colleges by 
ertificate or examing n. 55th year. Every 
boy given a thorough physical examina 
tion. SEND FOR CATALOG 

Roger W. Swetland, LLD., Headmaster 
Box 10V Hightstown, N. J. 














Wenonah Military Academy 


12 mi les _ from Pataceionts Prepares for college 
r busi U. S. Army Officer detailed Special 
Sch vol for , Juniors Catalog. Dr. C. H. Lonence 
President, Mason CLAYTON A. SNYDER, Supt. 


tox 430, Wenonah, N. J 


ST. ‘LUKE’S SCHOOL 


Wayne, (Maine Line P. R. R.) Pa 
Healthful location, homelike buildings. Mental and 
physical instruction, high moral influence makes 


unusual appeal a parents and boys 
college or busin 
harles Hoary Strout, A.M., Headmaster 


Prepares for 





Freehold Military Setneel 


For 90 select young boys. Just enough of the 
Military training to inculcate habits of obedience, 
promptness, orderliness and self reliance Study 
and play carefully supervised One teacher to 10 
boys. ‘‘The school with the personal touch.’ 

Major Charles M. Duncan, Box 1012, Freehold, N. J. 


Bordentown Military Institute 


Thorough preparation for college or business. Effi- 
cient faculty, small classes, individual attention 
Boys taught how to study. Military training 
Supervised athletics. 36th year. For catalogue, 
address Drawer C13, Cov. T. D. LaNnpon, Prin- 
cipal and Commandant, Bordentown, N. J. 

_ : ’ 


TOME 


National Boarding School 
for Boys 


PORT DEPOSIT, MD. 











SUMMER ‘CAMPS 





ALOHA CAMPS for Giris 


So. Fairlee, Vt., Fairlee, Vt., and 
Ss N. H. 3 distinct camps—ages 

13-17, 17-30. Fun, Frolic, 
Fric nds hips. Sports & crafts. Vig- 


ilance for health and safety. Mrs. E. 
L. Gulick, 220 Lake Rd. Fairlee, Vt 





THE TEELA-WOOKET CAMPS 
Senior and Junior Camps for Girls, under 20. 
toxbury, Vermont amous for fine saddle horses, 
free riding and thorough instruction in horseman 


ship A 300 acre ‘‘Wonderland’’ in the heart of 
the Green Mountains Write for booklet. Mr. and 
Mrs. C. A, Roys, 10 Bowdoin St., Cambridge, Mass. 





SARGENT CAMPS FOR GIRLS 


New Hampshire 
Sargent, President 
Camp Secretary, 8% 


Peterboro, 
Dr. D. A 


For lustrated catalog address 
Everett Street, Cambridge, las 


SPECIAL SCHOOLS 
= = 


Craining for Authorship 


How towrite, what to write, 
and where to sell. 
Cultivate your mind. Devewp 
your literary gifts. Master the 
art of self-expression. Make 
your spare time profitable. 
‘Turn your ideas into dollars.) 


Courses in Short-Story 
Writing, Versification, 
Journalism, Play Writ- 
Dr.Esenwein ing, Photoplay Writing, 

etc., taught personally 
by Dr. J. Berg Esenwein, for many years 
editor of Lippincott’s Magazine, and a 
staff of literary experts. Constructive 
criticism. Frank, honest, helpful advice. 
Real teaching. 


One pupil has received over 
$5,000 for stories and articles 
written mostly in spare time— 
“play work,” he calls _ it. 
Another pupil received over 
$1,000 before completing her 
first course. Another, a busy 
wife and mother, is averaging 
over $75 a week from photo- 
play writing alone. 
There is no other institution or agency doing 
so much for writers, young or old. The uni- 
versities recognize this, for over one hundred 
members of the English faculties of higher 


institutions are studying in our Literary 
Department. The editors recognize it, for 
they are constantly recommending our 
courses. 
We publish The Writer's Library, 13 vol 
mes; deseriptive bookle free Ww also 
publish The Writer's Monthly, the leadir 
magazine for literary workers; sample copy 
20 cents, annual subscript on $2.00. Besides 
our teaching service, we offer a manuscript 
criticism service 


150-page Illustrated catalogue free 
Please address 


The Home Correspondence School 


Dep’t. 16 Springfield, Mass. 
Established 1897 Incorporated 1904 






ASSANDAWI, 


A Western 


San Diego, California 
Individual 
instruction for limited number of exceptional girls; 


Outdoor School for Girls 


attractive home; outdoor sports; swimming, danc- 
ing, music, ore ig. domestic arts. Mrs. GER- 
TRUDE SUMPTION BELL, M.A.,_ Principal. 
3070 First Street, San Diego, California. 





Florence Vigheingale Sehyg) 


Backward 
Children 


Excellent Appoint 
Woodland; Garden, 
Baseball, Ten 
james, En 


Two Large Buildings, 
ment, Forty Acres of 
Orchards, Riding, Driving, 
nis, Basketball, Gymnasium, ¢ 
tertainment and Woodcraft 


BOARDING SCHOOL 
KATONAH, N 
70 


and CAMP 
Y 
Telephone 
and Inspection § Invited 
FRIED, Principal. 


Correspondence 
RUDOLPH §S 

















SPECIAL SCHOOLS 





The First Time in America 
By request, Julius Rolshoven will instruct 
two classes in art for men and women tle 


coming winter, beginning October Ist, on his 












return from abroad 
a master wepardet by Sargent and others to be 
preemient i power Ww instruct and secure 
sp! id t I th in drawing and painting 
as pr i i ss for twetty years in Londut 
as well as in Florence, Italy, at his Cast 
Diavelio, where he was constantly cabled n 
England, France, and other countries for admission 
tw his courses. 
A rare opportunity for art students in America 
the earliest possible reservations being urged 
Address: 
MISS PHILLIPS 
With Mrs. Henry Harrison Boswell 
N 344 West 84th St., New York 

*Pupil of—Hugo Crola at Dusse'dorf; Loeffts in 
M Frank Duveneck in Florence; Robert 
Fleury in Paris 


Member of—Soc. Nat. des Be aux- Arts, Paris; 
Se cession Munich ; Fi Arts Society 
te ional Paris Soc. 








. eign Arts Club, 
Societa di Belle Arte, 
AC 


ane 


COLOR Fa, cor, Prey tan 


Stage Designing, Nessun’ * Desi gn 
METROPOLITAN ART SCHOOL 
58 West 57th Street, New York 
HOMB STUDY COURSES 








SCHOOL of FINE ARTS, CRAFTS 
and 
DECORATIVE DESIGN 
126 Massachusetts Avenue, Boston, Mass. 


Boston School of nanan scsiinbean| 


Correspondence Courses 


Course A—Professional Training Course. 
Course B—Domestic Course 
Enroliment limited. Write for prospectus 


P. O. Box 143 Boston (17), Mass 





NEW YORK SCHOOL OF APPLIED 
DESIGN FOR WOMEN 
160 Lexington Ave., New York City 29th Year 


Textile Designing, Poster and Com- 
mercial Art, Fashion egy eC ir 
Decoration, Illustration, Historic Or- 

eee 1 


nament. Positions and orders filled. 











TASTE training as well as technique in Cos- 
tume Design; Landscape and Domestic Arch'- 
tecture; Interior Poster Advertising, 


NEW YORK SCHOOL OF 


FINE AND APPLIED ART 


Frank Alvah Parsons, Begins Sept 9th 


Circulars. SUSAN F. BISSELL, Sec. 
2239 Broadway, N. Y. 


Pres 














DEVEREUX MANOR 


An exclusive country home to meet every 
need of children seriously handicapped by 
Specially quali- 
Box 40, 


mental and physical limitations 
fied medical staff. Sanatorium Dept 





Berwyn, Pa. 
Acerwood Tutoring School 
Educates boys and girls who are normal 


Se 
Mee 
in social life but require special attention 


in studies. Kindergarten through high school 
Faculty of specialists Box 4, Devon, Pa 





* Bancroft School 


The Home School for Subnormal Children. One of 

the oldest and best schools of its kind in existence 
idress Box 145, Haddonfield, N. J. 

& A, poe M.D. Jenzia Coulson Cooley 





School For Senate Children 


A beautiful suburban home for the training of 
children who through mental disability are unable 
to attend public or private school Dome % 
Science 4 miles from Philade iphia Book! 

Mollie A. Woods, Prin., Box 168, 





a children of slightly re 
The Hedley School ; tarded mentality Indiv idual 
instruction along normal lines. Latent abilities de- 
veloped. "Ideal Home life. Association with r 
children. Rocer Hepiey, M.D., Resident 
Physician. Mrs. J. Rocer HEDLEY, (N Y. Univ.), 
Prin. Box V, Glenside, Pa. (12 miles from Phila.) 


FNSTRUCTION IN ART 
By JULIUS ROLSHOVEN*| 





Roslyn, Pa. i: 





SPECIAL SCHOOLS 








DRESS DESIGN 1B. 






The original courte 
Ci. am RN T z 
Explains the feiss te 


of correct line and color 
You dress more smartly 
for less money. 
A practical 
profession that 
pays anywhere 
Address Dept. C 
ACADEMY OF FINE 
ARTS 
ast Madison St. 
Cricago, Lil 


Established 18 years ” 


81 I 














| DESIGNING and MILLINERY 


Dressmaking and Pattern Cutting taught for whole- 
sale, retail or home use. Day and Evening School. 
Cail or write fur particulars, Mewowell Dress- 
making and Millinery School. Estab. 1876. Char- 
tered under Regents. 25 West 35th St., N. Y. 





RESIDENCE COURSES BY MAIL 
We announce our opening of Studios in 
E asy San Francisco. Parisian Methods. 


Designing; Pattern Making; 
E. D. M. School Dress Finishing; Mode 


Draping. 
Dressmaking and Designing i 
577 Geary St., SanFrancisco Cal. aking 








The Boston Schoo! of Modern Art 


Courses in Painting and Drawing, Psy- 
chology of Art, Color Aesthetics, Llistory of 
Art—including a course in French on Modern 
French Art and Drama—etc. 

It offers a psychological background to the 
Artist and Art Student so that in appreciating 
the underlying facts and principles of huma: 
nature in its artistic relations he may better 
express his own individuality 
October First 739 Boylston St-eet 














Pkiladelphia School of Design for Women 
(Est. 1844). Highest grade instruction in art and 
lesign All branches of Art study possessing 
| business value Craduates in demand at good 
| salaries. Grammar and High School pupils ac- 
epted. Booklets. Address: Secretary, Broad and 
Master Streets, Philadelphia, Pa. Box 16 





sees UTTER tN 


Mer 


Costume and Millinery 
Design de Luxe 








Involving the Fashion figures from the 
French. Colored-plates, Pen and Ink. 
Grading and drafting of paper patterns. 
A practical and artistic course of de- 
sign requiring from three to four 
months’ time for completion. 





via 





qurrirrnnnuceese trite 





tourna 


rma 





aan 


Every lesson individual. Learn the § 
psychology of line and color. 8 
Materials their values and usage. The 
French model making in actual fabrics. 





Develop your own originality with 


P. CLEMENT BROWNI 
BROWN’S SALON STUDIOS 

620 Fifth Avenue, New York Open All Year 

Fairmont Hotel, San Francisco—June to Oct. 


Studio pand Most Courses 
t\ 


Write for Book Sanford E. Parrish, Mgr 





“ACHE eT uN eerm eee ee MoM rare 

















our family!” 


The Woman’s Institute has 
developed a wonderful meth- 
od of teaching dressmaking 
by which you can learn easily 
and quickly, in spare time, 
amid the comfort and quiet of 
yourown homesurroundings, 
to make waists, dresses, skirts, 
suits, coats, lingerie, hats, 
children’s clothes, —every- 
thing you desire for yourself, 
your family and others. 

This new plan is so simple 
you start making garments at 
once, so thorough that with- 
out previous experience you 
acquire in a few months right 
at home, the skill of a profes- 
sional dressmaker. 


Dress Better at One- 
Third the Cost 


You can save two-thirds of 
the money you now spend for 
clothes, or have three times 
as many dresses by learning 
to make them yourself. You 
ean have absolutely new 
dresses at merely the cost of 
materials, or you can make 
over garments of previous 
seasons into fresh, charming 
dresses in the current styles 
at almost no cost at all. 

You can have better look- 
ing, better fitting, more be- 
coming clothes because you 
will be able to develop styles 
just suited to your own indi- 
viduality,in fabrics and colors 
of your own choosing. 


Millinery 


in the coupon on the right. 


gation—by return mail. 


study method. 








If you want to learn at home to make 
hats of all kinds for yourself and others, 
or prepare to gointo business as a mil- 
liner and have a profitable little store 
of your own, check the Millinery course 
Full par- 
ticulars will come to you—without obli- 


If interested in Cook- 
ing, mark this subject in the coupon. 


“Here are My New 
99 


Fall Dresses! 


“They would have cost me $140 in the shops, but I bought 
the materials for just $46.25 and made them all myself. It 
was areal pleasure, altogether aside from the money-saving! 
Then I’ve made three blouses, two skirts, some wonderfully 
pretty lingerie and all the children’s school clothes! 
months ago I couldn’t sew at all, but now—thanks to the 
Woman’s Institute !—the clothes problem has been solved in 


Thousands of women in city, town and country are telling 
practically this same story since learning at home through 
the Woman’s Institute to make their own clothes. 


LEARN DRESSMAKING AT HOME 


65,000 Others Have 
Learned Quickly 


There is not the slightest 
doubt about your ability to 
learn. More than 65,000women 
and girls in city, town and 
country, in all circumstances 
and of all ages from 12 to 60 
have proved by the garments 
they have made and the dol- 
lars they have saved the suc- 
cess of the Institute’s method. 


Go in Business as a 
Dressmaker 


The training is so complete 
that you can take => dress- 
making as a profession and 
sew for your friends, secure a 
position or have a shop of 
your own. Hundreds of am- 
bitious women and girls have 
successfully established them- 
selves in business through 
their Institute course and now 
have splendid incomes. 


Send Today For “Dress- 
making Made Easy” 


You cannot afford to let another 
day vx without finding out all 
about this new plan. Simply send 
the coupon below or a letter or 

ostal for a copy of the Institute's 

andsome, 64-page illustrated book, 
““Dressmaking Made Easy.’’ Your 
mere request will not obligate you 
in any way, but it will bring you— 
free—the full story of how you can 
dress better at less cost or prepare 
for success in the dressmaking 
profession. 





A few 








What Delighted 
Students Say 


Mrs. Henry Mohr- 
mann, 499 Greene Ave., 
Brooklyn, N. Y., writes: 
‘During the past month 
I made three silk skirts, 
three coats, and two 
petticoats, and have el- 
most finished two serge 
dresses for my little 
girls. My husband can- 
not get over how beauti- 
ful the children’s coats 
are. Icould not get them 
in thestoresforlessthan 

ce.’ 


Mrs. Nels Anderson, 
Winside, Nebraska, 
writes: “I can't tel: you 
how delighted [am with 
my lessons. My husband 
tells me we have nicer 
and better clothes now 
than we ever had. 
made a coat for myself 
and one for my little 
girl, and have hada lot 
of praise about them. I 

ot the two coats for 

alf of what one would 
cost ready-made.”’ 


Mrs. Arnold Forhbear, 
Shelby, Mich., writes: 

“Before I began the 
Course, we bought all 
our clothes ready made 
or hire 
done. 
Last Fall I made all my 
sister’s clothes before 
she went to college and 
everyone admired 
them. It is such inter- 
esting work to make 
beautiful things when 
you know they are made 
correctly.’’ 

















WOMAN'S INSTITUTE 
Dept. 30-K, Scranton, Penna. 


tell me how I can learn the subject marked 


[) Millinery 
) Cooking 





" . below. 
Cooking 
Through the Woman's Institute you (2 Home Dressmaking 

can now also learn at home eve hase | : : 
of Cookery—how to select, bar. care OC Professional Dressmaking 
for, prepare and serve healthful. appe- 
tizing food at a saving of one-third in Name. 
cost—by this easy, delightful, home- 
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(Please specify whether Mrs. or Miss) 
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SPECIAL SCHOOLS 











Mis. A. C.. K. 


Miss E. F. 
months later, 


Practically every 


with every pupil. 


Our FREE 


in designers’ 


PROVE IT 


received her 
Three months later she earned $125 
designed costumes for Lady Duff-Gordon. 


diploma from Fashion 


one of our students begins 
three months, in your own home, easily and pleasantly learn this profes- 
sion which brings incomes ranging up to $15,000 a year 

The special Hartman Method of teaching Costume Design is successful 


Fortune and Happiness in 


The names here referred to will be furnished on request 


a week. 


received her diploma from Fashion Academy. 
she earned $100 a week. 
These are only two of many people we want you to read about. 
Our booklet tells you about them and about the 
portunities in Costume Design. 
Costume Design for YOU 


a novice. 


as 


Send for FREE Booklet 110 


Booklet 110 contains many original designs by our students. 
Also the 4 BIG REASONS why Fashion Academy places more graduates 
positions than all other schools combined, 


Fill out and mail coupon or send letter for FREE Booklet 110. 


FASHION ACADEMY, Inc. 


103 East 57th Street New York City 


: , : ' 

FASHION ACADEMY, Studio l ' 

103 East 57th St., A ; 

Gentlemen ‘ 

Please send me your Free Booklet ) 1ining informatior bout ; 

Home Study Course in Costume Design ' 
,an 

' 

' 

' 

IN ke kG wk ck Ga ti aes hx se ka aati eno it lana Uo a ta elo cries : 

' 

: 

! 





Academy. 


she 


Incidentally, 


Two 


wonderful op- 


You can in 


and WE CAN 


Designing 











SCHOOL OF EXPRESSION 
N. Y. City 


THE ALBERTI 
1114 Carnegie Hall, 


[Thorough Training for Stage and Screen: Pan- 
tomime, Voice and Speech Literature; Play and 
Scenario Writing Circulars 

Connected with Stuart Walker’s Companies and 


Young People’s Theatre. 





THE GARLAND SCHOOL | 


OF HOMEMAKING 


A special school which qualifies girls to preside 
over and maintain well ordered homes 
Margaret J. Stannard, Director 
2 Chestnut Street Boston, 


RUSSELL SAGE COLLEGE 

Founded by Mrs. Russell Sage in connection with 
Emma Willard School. A School of Practical Artes. 
Secretarial Work, Household Economics and Indus 


Mass. 








trial Arts B.A. and B.S. Degrees. Address 
Secretary. 

RussELL SaGeE COLLEGE, Troy, N. Y. | 
Bloomingdale Hospital School of andes 
The Hospital is the Department of Nervous and 
Mental Dise ases of the New York Hospital in affili- 
ation with which an excellent three year course is 
given in ~—— and special nursing. Special need 


for nurses in this fleld. Liberal arrangements. Address 
Medical Sunerintendont. Box 175, White Plains, N.Y. 





Hiss Conklin’s 
Secretarial School 


Twenty-first Year 
Commercial Engineers Building 
7 WEST 39th STREET NEW YORK 
Vanderbilt 5569 














The Sargent School 
for Physical Education 
Established 1881 Address for Booklet 
Dr. D. A. Sargent Cambridge, Mass. 





You can be quickly cured, if you 


Se 


Send 10 cents coin or stamps for 70-page book on 
Stammering and Stuttering, ‘Its Cause and Cure. 
reson how I cured myself after stammering for 


a) years. N. Bogue, 8462 Bogue Blidg., Indianapolis 





Voice 








<COMBS> 


CONSERVATORY 2 


arory of Music| 


36th year. Individual tnstruction. Personal | 
Supervision All branches, theoretical and ap- | 
plied. A school of Public Performance. Teachers’ 
Normal Training Course. Public School Music | 
Supervision Military Band Dept. Degrees con- | 
ferred. Two complete Pupils’ Symphony Orches- 
tras Reciprocal Relations with Univ. of Pa 


Dormitories for women. 
Write for book. 


GILBERT RAYNOLDS COMBS, 


Broad and Reed Streets, 


Degrees conferred. 


'THE THREE GRACES| 


Director 


Philadelphia, Pa, 








‘CHOOL FOR THEA 


Grame Oratory 
al Come 


F 
TRAIN THE SCHOOL'S STUDEN 





25 YEARS THE STANDARD TRAINING 
TRE ARTS 
ALVIENE ,- SCHOOL 
DRAMATIC ARTS 


Photo 
medy— Dance yA 
oe scnoors IN ONE, PRACTICAL STAGE 
T’S STOCK and 
THEATRE. AFFORD PUBLIC STAGE APPEARANCES 
Write for catalog mentioning study desired to 
N.C. enyyin, Secretary, 43 W. 72nd St. 9p | me Y. City 
ween B’way & Central Park We: 











M. 


Expression 


Platform Reading 
Studio: 13 Gramercy Park, New York 





BLANCHE TOWNSEND 


Acting 








SCHOOL 
Oral English 


Analysis 
erature, 
agogy. 
Costume and Scenic 
ing, Character 
Production, 
Personal Culture, Poise, 
vice. 


French (Yersin Method). 
Tuition $400 


Symphony Chambers 


Design, 
Delineation, 
Modern Art Technique 


EDITH COBURN NOYES 


Drama 


Character Education 


and Interpretation of Lit- 
Voice, Diction, Debate, Ped- 


Light- 
Play 


Individual 


Number limited 
Thirteenth year opens September 27th. 


Edith Coburn Noyes, Principal 








Development and Balance, Social Ser- 


Mass. 





ROSETTA O’NEILL 


Classic—National—Folk— 
Interpretive—Ball-Room 


“To Miss O’ Neill I owe my success.” 
M 


766 Madison Avenue—New York 


DANCING 


—Mrs. Vernon Castle 











A method of well-balanced development of Beauty, 


*oise, Serenity, 
in public and for c 


of special value to all who appear 


ulture in general. 


KOWITH STUDIOS 


AS 
162 West 48th Street, N. Y. 


Tel. Bryant 1469 | 





THE SCHUSTER-MARTIN SCHOOL | 


Ohio | 


Kemper Lane 
Certificate and 
Teaching and Acting 
Dormitory—Little 


| Fall Season opens September 20th 


Cincinnati, 
Diploma Course in Reading, 


<Plaghouse—Graduates Placed. 
920 





Dramatic and 
Pantomime, 
and Dances, 
Culture, 
tory of 
Language. 


Advanced pupi 








Yvette 
Guilbert| 


SCHOOL OF THE THEATRE 
REGULAR WINTER COURSES 


OCTOBER 4th, 1920 to 
APRIL 2nd, 1921 


Improvisation, 
Vocal 

Eurythmics 
Drama, 


educational trip to Europe planned for 


May, June, July, 1921. 
Address applications to: 
Miss Poillon, Sec., Hotel Majestic 
New York 


Knabe Piano 


Interpretation, 
Folk-Songs 
Instruction, Voice 
(Dalcroze), His- 
French 


Lyric 


Stagecrafts, 


Is will participate in an 





CHALIF 
Russian School 
of Pores 
GRADE 
CLASS ES 
an4 — les- 
sons forchildren, 
adults and teach 
ers in Greek, In- 
terpretive, ’Na- 
tional, Classic, 
Character and 
‘Toe Dancing. Per- 
nal —— 
y Mr. Chali 
MODERN DANCING initslatest forms can 
belearned in privatelessons. Please send for 
catalog. Three beautiful ballrooms are to rent 
for dances, recitals, weddings, etc. 


163-166 WEST 67th Street, NEW YORK 
Opposite Carnegie Hall Phone Circle 1927 


‘TED SHAWN STUDIO 


| 932 South Grand Ave. Los Angeles, Calif. 
Fall and winter preparatory course under Gertrude 
C. Moore, former Director of Denishawp. Write 
for particulars 


Vestoff Serova Russian School 


| of Interpretative-Classic and Nature Dancing 
Classes Private Lessons Normal Courses 
| Removed to 47 West 72nd St. New York 
Telephone Columbus 6212-9283 
sooklet ‘‘B’’ descriptive of the School awaits your 
inquiry 























MICHIO [TOW 


Announces the opening of rd school for in- 
struction in the Art of Danc 
Courses of study given ye be 
Training in Movement 





Cheoragraphic Dance Composition 
Training in Rhythm, Ete. 
; his own feeling and his ow 





want 


e as you feel and as you 
better 





t dance for you than any 
other I 
I will not others do; I will stand 
by your s t and advisor and help 
you make Ice. 
I sincerely hope that many dancers of this 
kind will come into this world and that is 
why I have started my schoo 

Classes and Private Lessons 
For information and appointments, write 


MICHIO [TOW 


Suite 316-318 1400 Broadway, N.Y. 
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To carry the quality of their finest 
silks straight through to the printed 
pattern, the leading silk manufac- 
turers have their silks HALEDON 
PRINTED. You find the trade 
mark HALEDON PRINTED 
stamped on the ends of piece silks 
or in the label of a made-up garment 


ALEDON PRINTED 






EDOW PRINTED }/ 
r * y —Y 
DF OA ¢ 











quite enough to know 
And it’s HALEDON 


You know, therefore, that you are getting ex- 
quisite silk, exquisitely printed, when you 
choose this exclusive pattern HALEDON 
PRINTED on SKINNERS SILK. 
ORIENTAL SILK PRINTING CO 
HALEDON, NEW TERSEY 


109 EAST 29th STREET 
NEW YORK CITY 


Way to Choose a Printed Silk 


Its SKINNER’S - 
about the silk itself. 
PRINTED — quite enough to know about 
the patterns. The two names give you double 
quality assurance. 


U "rite for 


“A BETTER WAY TO BUY 
Silvie IN CLOTHES.” This 
little shopping guide tells how to 
avoid the style mistakes that spoil a 
wardrobe. It also lists the trade 
mark names of manufacturers 
whose silks are HALEDON 
PRINTED. 
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Antiques & Antiques Bought 


RUSSIAN ANTIQUE CO. 1 East 
Samovars, Candlesticks, Fireplace 
knockers. Italian, Belgian hand wrought 
productions Wholesale—Utrusual Gifts 
THE QUAINTEST ANTIQUE SHOP 

in N. Y. City. Coloured Glass—Colonial Furniture 
Mirrors—China—Jewelry—-Silver and Victorian 
Sidney K. Powell, 17 East 8th St., N. Y 
AMERICAN {8TH CENTURY FURNITURE, 
Glass, China, Sheffield, Quilts, etc., for sale at 265 
Washington Avenue, Brooklyn Prospect 7726-J. 
lake Subway to Borough Hall, then DeKalb car 


28th St., N. Y. 
outfits, Door 
iron re- 
Retail 


pieces 


JACK’S Antique Silverware, Furniture, China, 
Curvosity Paintings, Bronzes, etc., bought for 
Shop cash at highest prices 

2 Lafayette Ave., Brooklyn, N.Y. Tel. Prospect 539 
JANE TELLER (Antiquarian), 52 E. 44th St., N.Y 
Karly American Antiquities. Rare Furniture, Glass, 
Kugs, Spreads, Pewter, Iron, Clocks, Sconces. 
Lvery piece experted & certified Originals only 
DISTINCTIVE FURNISHINGS Unusually — low 
prices. Furniture, Silver, Brass & Copper. Cabinet 
work Upholstery & Varnishing—good old fash- 
ioned kind. O. Chas. Meyer, 39 W. sth St., N. Y 

EARLY AMERICAN 
Furniture Ship Models 
Van Dusen 
520 Madison Ave., Parlor floor 


Arts & Crafts 


GUARANTEED GENUINE NAVAJO Indian Rugs, 
ottery, gee oe Jewelry, Beadwork 

> scriptive Catalog free on request 
Southwest Arts & Crafts, Sante Fe, New 


Auction Bridge & Cards 


LILLIAN SHERMAN RICE, 231 W. 96 St., N. Y 
Author of Auction Bridge in a Nutshell. Private & 
Game taught in 6 lessons. Also by mail. In 
Concentration a specialty. Tel. 1464 River 
BRIDGE TABLE COVERS 
black, green, purple or blue 
designed with yarn Price 


Mex 


classes 
ferences 


of satine, attractively 


Cordoro Co., 582 Ellicott Square, Buffalo, N. ¥ 
Baby’ s Things 
BABY FURNITURE Everything made < 


Better Things.’ 
Sawyer 


for layette or nursery. ‘The 

Free Booklet. Frank M 

512-14 Independence Avenue, Kansas City, Mo. 
HAND MADE baby garments by French needle- 
vork artists. Fine materials Dainty, exquisite. 
Domestic prices Inf. to 3 years On approval. 
Conway's, 2912 Prytania Street New Orleans 
VIRGINIA’S AIR OF REFINEMENT reflected in 


andmade children’s wear to 3 years, Layettes and 


rrench Bonnets specialty No Catalog On Ap- 
proval Ideal Baby & Girt Shop, Roanoke, Va 
LAYETTE Catalogue of ‘“‘Baby’s First Needs’ 
will be sent upon request to 
The Little Folks Shop 
420 Boylston Street Boston, Mass 
CHILDREN’S CRIB COVERS, curtains and fur 
niture. Block printed table and bureau covers 
Toys and juvenile Desk Sets 


Community Craft 
126-130 E. ae 


Studios 


59th St., 


Batik 


COCKCROFT STUDIOS 
Creations in Batik Personality 

Blouses, Negligees, Dresses. 
39th Street 


Original Gowhs, 


17 East New York 


Beads 


HAND CROCHETED BEADED BAGS made to 
match any gown. Beaded bags repaired. Large as- 
sortment of beads in colors not obtainable else- 
where. Joe Michel, 35-37 West 39th Street, N. Y. 


Beauty Culture 


DO YOU KNOW the muscle 
which prevents beauty? #«t us teach 
you how to exercise it and be young 
Ferroll System, 200 West 72nd St., N. Y. 
FERROL’S MAGIC SKIN FOOD 
out hollow and wasted necks Builds 
tissues, removing large pores and LAS 
ivenates aging hands. Send $1.35. 200 W 
JOHN POST'S BLACKHEAD LOTION idiaiies 


blackheads by absorbing the secretum in the por 
1 


in your face 


unexcellea for 





tracts large pores; clarifles the ski: 
Tested for 20 years. 500 5th Ave., cor. 42d St., N.Y. 
— tissue builder. 


“idee POST SKIN FOOD. A gr 
ct le 


Massage Cream It « elops, stimulates 
! imparts new vitality to the muscles 1.50 
Booklet. John Post, Inc., 500 5th Ave., N. Y. C 
FLESH REDUCING CREAM will reduce from 
three to five pounds a week Sample jar 
with instructions s 12 war tax 
ie A. Goodell, Hotel Langham, Boston, Mass 
Vv DARSY—Selon de Jeunesse Face and Neck 
u nents of the great French specialist Dr 
D “with his preparations Endorsed by royalty 
| for book and questionnaire. 630 5th Ave., N.Y. 
MME. MAYS 


Face Specialist 
50 West 49th Street 
Bryant 9426 


New York City 


MME. MAYS, Face Specialist. Est. 30 years. Per- 
r ntly removes wrinkles, freckles. scars, ete 
Muscles tightened; endorsed by know! physicians 
One address: 50 W. 49th, N. ¥ Brv: int 9426 


of wood 





A classified list of business concerns which we 


recommend to the 


Shoppers’ & Buyers’ Guide, Vogue, 


patronage 


19 West Forty-Fourth Street, 


of our readers 


New York 


Advertising rates given upon request 


Beauty Culture —Cont. 


| 


BRIQUE-POUDRE—The new shade of face pow- 
der—Especially compounded for summer use Con- | 
ceals tan & sunburn. Delightfully scented. $2.50 
Postpaid. Grace Dodge, 21 E. 40th St., N. ¥ 


INGRAM’S ROUGE. Three Perfect Shades, 50c 


Cannot be distinguished from natural color Send 

6 two cent stamps for 5 samples, mecluding above 

F. F; Ingram Co., 86 Tenth St., Detroit, U. S 
SOMETHING NEW 

Sara home treatment Restores contour, removes 

lines. Suceess guaranteed. Send for booklet. Sara, 

665 Fifth Ave.. New York Phone Plaza 8201 


EYEBROW & EYELASH COLOURA imparts ex 


pressiot Darkens. Lasts 2 to 4 weeks. Unaffected 
by washing or creams. Box $1.20. Treatment 50c 
Spiro’s, 26 W. 38th St., and 34 W. 46th St., N 


REDUCE YOUR FLESH—Any separate part or 


entire body with Cosi-Obesity Cream External 
Harmless. No massaging. Sample l0c. Currie & | 
Currie, Chemists, 2913 Ave. G, Brooklyn, N. Y 


SUPERFLUOUS HAIR removed by 


permanently 


the painless method originated by Dr. Roebling 
Geyser, a licensed physician. This is the llth 
year of its successful use. 
No electric needle or chemical used. 
Dr. Roebling Geyser 
144 East 27th Street. Phone 4480 Mad. Sq., N.Y.C 
1312 Spruce Street, Philadelphia, Pa. 
MARINELLO SHOP 
A Beauty Aid for every need. 
Marinello Experts in Attendance. 
Under direct supervision of Marinello Co 
MARINELLO 
Western Expert Dept Eastern Expert Dept 
Mallers Building 366 Fifth Ave., Suite 403 
Chicago, Ill New York 


MADAME BERTHE’S ZIP permanently 


destroys 


Hair with root No electricity or caustics. Free 
demonstration at office. Write for booklet. Mme 
Berthe, Specialist, 12 W. 40th St., N. Y. Dept. 8 


ROBERT'S BEAUTY CREAM for face, neck&arms; 


gives the skin that velvety appearance. Bleaches & 
removes the yellow color, $2, postpaid per jar 
Satisfaction guaranteed. Robert, 500 Sth Av., N.Y 


REMOVES WRINKLES ALMOST INSTANTLY & 





tightens a flabby skin. Try a jar of Quinlan Face 
Pack & be convinced. Price 50. Booklet ar 
Kathleen Mary Quinlan, 665E-5th Ave., N Cc 
KREMOLA makes the skin beautiful. <A snow 
white cream that does wonders for a bad com- 
plexion. Druggists or by mail, $1.25. Dr. C. H 
Berry Co., 2975 South Michigan Ave., Chicago 
MME. JULIAN’S SPECIFIC has stood the test 
for fifty years Information offered free to all 
having undesirable hair growths. 
Mme. Juliar 14 West 47th St., N. Y. C 


MME. HELLER’S Marvelous Almond Oil & Lemon 


Oil Skin Foods. Cleansing, Astringent, Pore & 
Finishing Creams Introductory Jar $1. 15 E 
40th, N. Y. 525 Boardwalk, Atlantic City, N. J 
JOHN H. WOODBURY, Safe, Sane Method 
Shapes features, removes facial blemishes perfectly. 
Not at all expensive Wonderfully pleasi! ig 
Only at 1648 Broadway, cor, 5lst Street, Y 
3 GRACES. A wonderful thing, the gift of speech 
Have a voice that is deep & magnetic Know the 
charm of conversation By our method 


studying 
Y 


Askowith Studios, 162 48th St., N Bry. 1469 
BE BEAUTIFUL 
You can have a youthful com- 
plexion. Make and keep your skin 
clear, white and beautiful by using 
FLETCHER’S BLEACH PASTE 
Refines texture of skin. A necessity for Bathers 
& Motorists. Prevents tan & sunburn. Removes 
freckles, $1.25 Tom Fletcher Co., Los Angeles 


STAGE STARS USE LUCILLE FACE POUDRE | 


and creams. Peach shade Poudre for Day & Orchid 


for Evening especially recommended, $1.50 Ppd 
Lucille Savoy, Astor Theatre Bldg., N. Y. C 
SUPERFLUOUS HAIR, moles, mothpatches and 


facial blemishes permanently removed by scientifh 


methods in my salon, Personal attention giver 
Florence Woodley, 507 5th Avenue, New York City 
SKIN BEAUTIFIER, massage cream, cleans and 


scented with 
Robia Massage 
York City 


the skin Delicately 
oil of Rose. $2.00 postpaid. Della 
Cream Co., 468 Pearl Street New 
SUPERFLUOUS HAIR DESTROYED with roots 
Painless & Harmless. Physician 's formula No elec 
tricity nor chemicals Postpaid. $1, plain wrapper 
Nu-Art Laboratories, Dept. V, South Orange, N. J 
CLEAR-SKIN removes hair; in stick 
form, harmless, easily applie« £ wes root; will 
not irritate most tender skin tains no caustic 
Postpaid $1. Vanitie Shep 2 w Sth St.. N. ¥ 
SAGGING CHECKS LIFTED 
Device concealed by hair Restores contour and 
smooths out wrinkles Send 2c stamp for booklet 
M. L. V. Co., Box 80, Station L, Brooklyn, N. Y 
ROSE LAIRD recommends from her 


perience in her Salon the following 


rejuvenates 


superfluous 





successful ex 
preparations as 


indicated—Laird’s gsipeoneary Cream for Double 
Chins Price $3.50 larg ar postpaid 
mnie * S Reducing Lotion for overdeveloped 


Busts, ins lighs ane Arms 





Price $3.75 obnt bottle postpaid 
Sufficient for one month’s treatment 
LAIRD’S Toilette Astringent for tightenir loose 
and flabby skins, eliminates wrinkles, tones the 
facial muscles $1.00 ner bottle postpaid Rose 
Laird’s Salon, 17 FE. 48th St., nr. 5th Ave., N. Y 








Cont. 


Superfluous Hair 





Beauty Culture 


ETHEL H. MICHELSTETTER. 


Artist Permanently removes hair with latest 
scientific method in electricity. Each face a special 
-W. 42nd St., N. ¥. C Vanderbilt ; 3020 





study. 





Blouses 


THE MEZZANINE SHOP - 
Jress accessories 

Imported Novelties in Swe mm... & Scarfs 
Miss Williams Hotel Commodore, N. Y. C 
EXCLUSIVE DESIGNS 
Smocked and embroidered 
cannot supply you, write 
Co., Retail Dept., Davenport, 


Books 


THE CHILDREN’ S BOOK SHOP OF — YORK 
Better Books Build Better Min 
Mail orders @ speciaity 
Miss Cutter, 5 West 47th Street, 


Blouses 


in Hand 
your dealer 
liam Moore 


blouses If 
direct Wil 
lowa 


Write New York 


Candies and Delicacies 


SUPER-CHOCOLATES assorted lb. box 
insured Best you eve 
box with our compli 
15th St., Philadelphia 


CHER! § 
$1.25 parcel post prepaid, 
tasted at any price or the 
ments. Cheri, Inc., 142 So 


Children’s Things 


DISTINCTIVE APPAREL 
For Children, Growing-girls, and Debutantes 

Special designs for school, afternoon & evening 
wear. Anne Harmon, 10 E. 47th St., New York 
HELEN SPEER CO., INC., 16 W. 57th St., N. Y. 
High grade children’s furniture and original hand 
made toys. Nurseries designed and furnished 
Estimates submitted Catalog on request 


THE CHILDREN’S BOOK SHOP 


School work can be made more interesting if 
home reading is well chosen—Write for in 
formation. 75 E. Adams St., Chicago, Ill 

TOTS TOGGERIE, 55 W. 45 St . Bryant 2867 
Outfitters to Children of all ages No catalog 


Coats and Hats Made to Order a Specialty. 
Charmmg Styles and Superior Workmanship. 


MARY AND VIRGINIA—Children’s 


clothes de- 





— and beautifully made for all occasions 
oats with hats to match on order only, , 86 West 
séth: Street, ie Telephone Circle 3235 
NANA, Ltd. 
11 West 56th Street, New York. 
Infants’ & habe ae iad Dresses 
made to dividual order 
THE DOLL SHOP. Dolls with individuality. Dolls’ 
accessories Jolly toys for girls and boys Fine 
selection of Doll Carriages Doll Hospital toc 
18 West 47th Street, N. Y. ¢ Tel. Bryant 7464 


Christmas Cards 


PERSONAL ENGRAVED CHRISTMAS CARDS, 

exclusive designs, magnificent assortment, delivered 
anywhere, send for samples at once 

Everett Waddey Co., 5 So. 11th St., Richmond 


Va 


Chuntng and Dyeing 


LEWANDOS CLEANERS AND DYERS 


10 West 48th Street New York City 
75 North Pearl Street Albany 
1633 Chestnut Street Philadelphia 


LEWANDOS CLEANERS AND DYERS 


Providence New Haven Lowell Newport Fall River 
Springfield Worcester New Bedfor 1 Bridgeport 
Fitchburg Salem Manchester Lynn Waterbury 


LEWANDOS CLEANERS AND DYERS 
Boston Shops 17 Temple Place 284 Boylston St 
29 State St 79 Summer St 248 Huntington Ave 

Watertown Waltham Brookline Maldet! 


Cambridge 

WOMEN’S and MEN’S CLOTHING, BLANKETS. 
Curtains, ete sranches ewport ew Rochelle 
White Plains. Main Office, 402 E. 31st St.. N.Y.¢ 

Knickerbocker Cleaning & Dyeing C« 

SADLEIR’S QUICK, EXPERT SERVICE. Dry 
cleaning & Dyeing f s, gloves, ¢ 
Fancy Dyeing laces miaahars etc. Mail 
orders. Catalog. Sadleir 17a W 4th St., N. ¥ 
ARTHUR CHEGNAY French Cleaner & 
Dyer Quick service blouses, laces 
chiffons, trimmings, ete an dyed Ex} 
pd 121 East 57th Street, N. Y Plaza 7198 


Expert 
Gowns 





Corsets 

MME. S. SCHWARTZ * 
Custom-made corsets 
l st 47th New York City 
elephone 1552 Murray Hill 
GOSSARD FRONT LACE CORSETS 

experienced corsetieres $4.00 up 
only trassieres fitted, corsets to 
Olmstead Corset Co., 179 Madison Av., at 


woman of fashior 








fitted by 
Retail 
order 
34th St 


Cont. 


SALON DU CORSET 


Corsets 


MME. CALDOR 


The finest stays in America. 
Mme. Caldor gives personal ag to patrons 
48 Madison Av., nr. 44 St., N.Y. ur. Hill 1270 


YOU CAN DO A MONTH’S moran in the 400 
Shops of these columns in less time than it 
takes to make a half day’s shopping tour 

Inspect them all before you buy. 

A SUPPORT for the low hanging bust that gives 

comfort and decreases the appear 


ance, designed by 
Miss D. Munson, 63 West 56th Street, N. Y. C 
REDFERN CORSET SHOPS 
Different kind of shops 
where Redfern Corsets 
(back lace and front lace) 


are satisfactorily fitted & 
personal service prevails 
New York, 570 5th Ave.; Chicago, 19 E. Madison St 


San Francisco, 182 Geary St 
MISS D. MUNSON. Designer of 
Hopkins University trained. Expert 


Corsets Johns 
Consultant. 


Becoming and corrective corseting. 
Tel. Cirele 846 63 West 56th Street, N. Y¥ 
LOUISE GREENWOOD, Specialist in Corsets 
Made to order, Copied, Cleaned, Repaired. Latest 
models in stock Descriptive booklet sent. 500 
5th Avenue, N. Y., 4th Floor. Vanderbilt 845 
1F YOU MUST REDUCE adopt the famous 


Margaret Lillie corset 
or no charge made 

shop. 47 W. 42d St., 

MME. L. BROWN 
Formerly fitter 
Front & Back 

5 37th St., 


Reduces hips 3 to 7 inches 
Improves figure. Only one 
New York. Vanderbilt 4315 

CORSETIERE 
eetz Corset Co 
ts and Brassieres 
Phone 4786 Greele y 


for the P 
Laced Corse 
New York 









Dancing 


WILMA GILMORE 
Castle House Graduate 
Modern Dances Specialized 
57th St.. N. ¥ Phone Circle 
MODERN SOCIETY DANCING 
taught by refined young lady; hours 9 to 9 

Doris J. Durling, 55 West 46th Street, N. Y. 

Classes in the Evening. Telephone Bryant 3025. 
ALVIENE—DANCE ARTS (20th year). Classic, 
Interpretive, Ballet, Technique, Pantomime (So- 
ciety or Stage); also Teachers’ Normal course 
225 West 57th Street, New York Catalogue. 

MISS _ PANDJIRIS 
49th St., N Tel. Plaza 9420 
Private studio 
Instruction in ballroom and _ aesthetic 


MARGARET S. CRAWFORD 


109 West 4026 


19 E 


dancing. 


Salon de Danse 
147 West 57th Street 
New York City Circle 2298 
LOUISE MORGAN. Artistic and Modern 


dancing—Children’s Saturday morning ballet 
Classes now forming. Studio 114 West 70th St 
elephone Connection 


MICHIO ITOW’S SCHOOL OF DANCING. Train- 
ing in Movement—Cheoragraphic—Dance Composi- 
tion—Rhythm Class & Private Lessons Bk’l't 
Michio Itow Suite 316-318 1400 B’way. N. Y 


FLORENCE CAMPBELL 
Ballroom, oma Ballet, Play Dances for 
children, Studio 47 46th St., Tel. Bryant 6139 
(Formerly Thorley Bk = Suce eeding Ila D. Knowles) 


Dining Room Accessories 


DISTINCTIVE DOILIES. Hand 
on oilcloth Original, conventional and flower 
designs. Centerpiece and six large mats, $8.00 
Mrs. Geo. Van Biesbroeck, Williams Bay, Wis. 


Dog Mart 


EVERYBODY LOVES A DOG—especially 


painted in oil 


a cule 


little puppy The unusual and always acceptable 
gift Let us solve your gift problem Pekingese 
and wire haired fox terriers 
Many biue ribbon winners All other breeds 
Medor Kennels 
Formerly of London, Eng 
70 West 47th Street, N.Y.C Tel ‘Bryant 6340 
Dramatic Art 
THEODORA URSULA IRVINE. Dramatic Art, 
Diction Endorsed by Edith Wynne Matthison 
General Training for the stage. Teacher of 


Alice Brady. Studio, 603 Carnegie Hall, N. Y 
Dress Accessories 

PARADISE, Goura, and fans reconstructed. New- 

est fancies and dress trimmings made from your 


Prompt mail service 
38 West 34th St., N 


old ostrich feathers 
K. Methot 


Dress Forms 


PNEU FORM—The Pneumatic Dress Form. Gowns 
fitted without personal try-on. Inflated in fitted 
lining, gives exact figure Fitted Linings. Pneu 
Forn 16 46th St N. Y Bryant 5338 


West 


Embroidery, Trimming and Plaiting 


BUTTONS COVERED. HEMSTITCHING. ————* 
Hemstitching; plait pice edge, 
Buttons ;customer’s own material 
Mail order. Catalog. Sadleir 


al tal ® 


N.Y 


7ag 
Plaiting 
. 17A W. 34 St 








wm 
to 


Embroidery, Trimming and Plaiting 











Continued 
HEmSrs Tema, = BUTTONS. 7 
y t mail service i 
gra ie ~d rk The “A ex ing & Butt S op 
25 E. Washington St., Chicage 
a KATZ, 113 GREENE o N. Y. C 
jemstitching, Plaiting, Scalloping Suttons , 
i experts al k red w ¢ 
prompt ervice Correspondence Mivited 
MADE TO _——— harming collars and cuffs 
all oe dered i high artisti 
; Swiss De sig Cost $50 
Agnes Skalska 5 Harper Ave., Detr Mich 
Employment Agencies 
MISS BR:NKLEY, a, a Avenue, New York 
Te N \ it Housekeepers, g0Vv 
ernesses nurses s and 1 servants Houses 
« ed & personal super 


Miss SHEA’ § ‘EMPLOYMENT AGENCY—5 East 





va ts mal and Po ale 1] ul apa for 

t try Refer t arefu ves ated 
MRS. R. STRICKER & ear 
Sq “1 & <2. t 
St rval ts, ale a female for 





References carefully investigated 





inciu Kg sielg hand 
ventriloquis 


Brooklyn, N 








An essential to the well-ap 
pointed bridge table is this cover 
of black Satine, or if preferred, 
natural colored crash Either 
may be ordered with any color 
embroidery May be purchased 
thru Vogue's Shopping Service. 
Satine $6.50—Crash $5.50. Car- 
riage extra 


Fancy Dress & Costumes 


A. KOEHLER & CO., 249 W. 42nd St, N. ¥. C 

1 B t SYS4; artistic and or al models f 
Bal-M pageant 4A extraordinar 
ect al & genuine nat t 


Fashion Sketches 


FASHION SKETCH SERVICE in place of ordinary 





d original 


Fashior Co., 15 1 ; 


Flesh Reduction 


REDUCE WEIGHT & CORRECT SHE oo 
1edicir W 


e posses 
I 





Ek trical & Me ianical—f sful t ¢ 

Inspect vited. 56 W St. (4th floo 
FAT REDUCED: Thermo electric medium ; satisfac 
tors re Swe lish on - in assagt N 
t; rheumatisn t Miss F graduate 
W. 107 St 'N ¥ Tel sicadion 1106 


SUPERFLUOUS — REDUCED by modern 


W exercising 








Dr K. ‘Newman, Licensed Physician, 286. th. J 
near 30th St N. ¥. ¢ Phone “Mad Sq. 5758 
BUST, a CHIN, picts a re 
1ced 1 applied a ite 
t SF +e 
Re Juvenating ¢ 2100 ¢ 
MME. a comnts Marv 
Fluid t utely safe 
mar a. re ts. Bottle 
_s 525 "B ardwa 
FLESH REDUCTION 
1aCial shes re 
a. Park 
8 West 4 Ss 








Furniture & Furnishings for the Home 


WILKINSON HAND-MADE ART QUILTS. Ideal 
trouss fts. Made only on order. | Finest 


eau & y i 
materia ised Illustrated booklet V_ sent 
- juest. Wilkinson Sisters, Ligonier, Ind 

NEW hg a, 
(ra i Ray s urr Are 

Plates of teresting interiors Lh request 
417-421 Ma lise Ave 48th. 49th Sts.), New York 
——e~ — dingy bigs any r 
Ds Lany qt 1gs Night 7 le 

$190. De mt mI ires sent. Mary 


Chairs: $1 tive Ft ation wo "3 W. 28 St. Mads 
GENUINE NAVAJO RUGS, selected qualit 


ee lesigns Sent 


eer ars Navaj fle Ae T 
Vholesale Indian Art Dealers 





MME. NAFTAL te PURCHASE your Furt 

e, Cary tugs ‘ r é 1 est cur 
——~ t C lle r t 
venice ¢ 69 W 45% ant 670 





IDEAS FOR ALL OCCASIONS 
i 











Furs 


EQUAL TO NEW, REMODELING & REPAIRING 
at reas¢ nable prices Expert workmanship 
- all and Winter furs now ready Established 189 
has. Horwitz 21 W. 35th St., 8. ¥. C 


FUR REMODELING 








Specialty of renovating fur garme! a 
low as consistent with good workm A. H 
Green & Son, 37 W. 37 St., N.Y. Tel 2210 Fitzroy 

Manufacturing Furrier—120 W. 44th 


Ready to Wear Re 
pairing, Remodeling, Redyeing. All work under my 
personal supervision Style catalogue request 
FURS REMODELED AND REPAIRED according 
w age styles Reasonable prices. Special attetr 
out of town orders. Estab. over 25 years 
Hirshfeld Fur Co.. Inc., 49 51 W. 45 St., N. ¥. C 


Gowns Bought 


MME. NAFTAL, Tel Bryant 670, will buy your 
misfit or slightly used street and evening dresses 
suits, wraps, etc. Highest cash value. Satisfactory 


M. TEPPER 
St., N. ¥ 


Made to Order 


service to patrons at a distance. 69 W. 45 St., N.Y 
WE PAY CASH—PHONE BRYANT 1376 
Full Value Guaranteed for Gowns, Suits, Furs, 


Jewelry, Silverware, etc 
47th St., N. Y. Bry. 1376 
and Unlimited Capital 
Highest Prices Ever Paid 
Phone, Send or Call 


Wraps, Diamonds, 
Mme. Furman, 101 W 
Our Enormous Outlet 
Enables Us to Offer the 
Let Us Convince You. Write, 


Mme. Furman, 101 W. 47th St., N. Y. Bry. 1376 

AARONS’, 808 6th Ave., N. Y. C. We pay more 

for fine discarded apparel than most dealers be- 
cause our 5 stores must be supplied 


Telephone 4765 Vanderbilt 
MRS. DUFF, 151 W. 46th St., N. Y. Phone Bry 
ant 8247 Highest Cash Prices Paid for You 
Discarded Wearing Apparel. 240 Tremont Street 


Boston, Mass 
WE NEED MERCHANDISE, 


especially street and 


evening gowns, furs and suits cxpress apparel 
at our expense Aarons, 808 6th Avenue, New 
York City Telephone 4765 Vanderbilt 


pays highest 

slightly used evening 
jewelry, silverware 
New York 


MME. NAFTAL, Tel. Bryant 670, 
ash value for fine misfit or 
& street frocks, furs, diamonds 

69 West 45th Street, 


Gowns Remodeled 


rps iB. GORDON, 910 7th 
Sts.). Cleverly designed gowns at moder 
Temode sling a specialty Model dresses 
7 ready-to-wear at reduced prices 
WHEN YOU WANT AN EVENING GOWN 
get in touch with Madame Renee; 
she has some wonderful ideas to present 
46th Street New York City 
Wwe paanainny INQUIRIES for making and re 


odeling g latest and advanced styles. Write 


Avenue, New York 





for descri tl ve bklt regarding time required, cost 
et Mme. L. Brown, 677 Lexington Ave., N. Y 
GOWNTHRIFT—ANNOUNCES THE OPENING 

f new and more spacious quarters 

at 61 West 55th Street, New York 
New Gowns to Order : Terms Strictly Cash 
“THE MENDING SHOP." Gowns Tailored. Suits 
Remodeled up-to-date. Shop Blouses and Gowns 
Refitted Miss H. Reddi: g Coughlit FE. 48ti 
St Y. No Branches. Phone 5062 2 Murt ray Hill 
EUGENE 

Builder—Rebuilder 





Hats—Gowns—Furs 

“My Lady’s Wardrobe Valet’’ 
5 re full “ing its name boasts 
Ev to mendit stockings! 


66 West 49th ~ N. ¥. c 
Tel Bryant 5945 


VICTORINE—Rebuilder of gowns Old wns 
remod oun to new Evening 
g a specialty 
60 West 84th Greet New Yor! 
Gowns and Waists 
Made-to-Order Se: 
— MISSES CURRAN will make you street 
i evening gowns and waists for all occasions 
and also do remode reasonable prices 
4 Lexington Ave. (2! N.Y. Mad. Sq. 8188 





KATHERIN CASEY, GOWNS TO ORDER 


For all occasions Street and afternoon frocks 
Your material used if desired Remodeling also 
lor 112 W. 58th St., N. ¥. C. Tel. Circle 4451 


SMART GOWNS AND SUITS 
Made to Order 
Distinctive remodeling 


Mme. Zara, 625 Lexington Avenue, New York 
ee Exclusive gown designing in yur 
rk by the day in New York ar # vicinity 
ywns a specialty. Grace E. Daniels, Hot 
23 W. 44th St., N.¥.C. Tel. Bryant 1847 


- + anil AFTERNOON, EVENING GOWNS & 


slouses Xx¢ lusive styles, distinctive Models Re 
modeling Al wrders personally supervised 
Clery 50 West 46th St eR: Bryant 6180 


JANE CLARK 


Gowns—Blouses— Neckwear 
Tel. Bryant 9826 
16 West 47th Street, New York 


Js 
Gowns and Waists 
Ready-to-Wear ; 
JEANNETTON will supply you with just the right 
gow for every Occasion at exact 
ly the price yu hope to pay 
122 East 57th Street Tel Plaza 4244, N. Y. C 
THE MARY ANDERSON DRESS 
repe -de-chine Slip on over the head—all 
ades—Sizes 14-40 Splendid for college girls 
$67.50 Mary Anderson +E. Oak St., Chicago, Ill 





Hair and Scalp Treatment 


ialists of 


WALDEYER & BETTS—The Scalp Spe 


Fifth Avenue Expert advice and scientific treat 
meut of the hair and scalp. Consultation invited 
665 5th Avenue, New York City 

PERMANENT HAIR WAVE $1.00 ACURL. Hair 
goods made up $5 & up. Shampoos and special 
treatment for hair prematurely gray Booklet 
Charles Frey, 11 East 41st Street, New York City 


HAIR PIECES THAT DEFY DETECTION in up 
o-date creations. A boon to those with straight 
thin, gray or faded hair. $5 up Send for pamphlet 
Spiro’s, 26 W. 38th St. and 34 W. 46th St Y 


CRUDOL ‘Nature's Hair Tonic” 


Removes Dandruff and prevents falling hair 
60 and 30 cents the Tube 
The Crudol Co., Inc., 1777 Broadway, N. ¥. C 


VOGUE 





Hair and Scalp Treatment—Cont. 


ENGLISH HENNA SHAMPOO powders tone the 
scalp, color faded or reyish hal giving a mar 
velous and bright tints, $1 Henna Spe 
cialties Cx 505 Fifth Ave., N.Y Tel 8338 M. H 
ANDRE—Hair  eieeened Ww. 39th St., N. Y. 
Herb-Alone’’ Toilet preparations. Scientific Treat 
ment for hair falling out Pres maturely grey hair 
Scalp trouble. Ladies excl. Literature on request 
NEOS-HENNE for grey & faded hair. Any shade 
from blonde to black Applied in all up-to-dats 
Beauty and Hair Dressing Parlors; write for ir 


gloss 





formation to Neos Co., 366 5th Ave., New York 
WE SPECIALIZE IN 
Permanent Hair Waving 
Hair Coloring and Henna Treatments 
Using the Latest and most up-to-date Methods 


ALSO TRANSFORMATIONS AND HAIR GOODS 
of every description in hand and made-'o-order. 
M. Schmidt, 2807 Broadway, New York, 
Bet. 108 & 109th Sts. Tel. Academy 1500 
MANUEL TRANSFORMATIONS | 
and all kinds of Hair Goods. Hair Coloring with 
Chambrier French Henna Price $5.00 a box 
Man uel, 29 East 48th Street, New York City 
DON’T COLOR = HAIR YOURSELF—Let an 
expert do it for y« Sati sfac tory results assured 
Only best vexetablo ‘oloring used. Maison Alex 
West 42nd Street Teleph ne 7 


2679 


Vanderbilt 7278 
HAIR AND SCALP TREATMENT 

My specialty permanent large wave. Also gray and 

white hair. Hair coloring with French Henne. For 

merly with Colony Club. J. Halloh, 36 E. 48th St 


CLEANSINA—Unexcelled for Scalp Treatment. 


Cleanses & restores scalp to a healthful conditior 
A tried remedy that has stood the test of years 
C. Kruse, 333 Sth Avenue, Long Island City 


Interior Decorators and Decorations 


MRS, A. he R. \BARNEWALL 
East 47th New York. 
Ir terios -Al tiques 
Murray Hill 3060 





MacBRIDE 
Has removed to 9 East 54th Street 
New Decorative interiors of the us ual distin tior 
rugs—furniture amps 


LORRAINE wee 
Interior Decorat t 
Special furt 
I vite corbespondencs 
SELMA LOES 
urnitur 
Seine al 


oe 








r country home | 
MRS. “EMOTT + | 
20 East 46th 7 N Cc, | 
, Shades i Painted Far iture | 
Phone Murr ay Hill 5230 a 
INTERIOR OF HOMES and —— ts rearrange 
attractively, not necessari ished Reasot 
able rates Miss Finek, 254 Ww t | 
Formerly with well-known N. Y. firm of decorator | 
MISS “yl 76 W. 48th St., N. Y. C. 
ples of cretonnes cuts of furniture stive 
es, sent on reques 
Specia atter iver to out-of-towr 
ELSIE SLOAN FARLEY 
Dec 


rations 








i sugg 





New York City 


Plaza 1033 


THE GIFT oat dS ae emt AVENUE — 











at 63rd Street om _Us artistic novelties 
Practical D of. A ymes taken care of 
Susan Salt 706 ‘Ma d son Ave., N. Y. Plaza 1928 
W. P. NELSON CO. Est. 1856. DECORATOR. 
Sr al Furniture, I rior Decorating, Draperies, 
Reside es Hotels eatre Pui ic Buildings 
614 8. Mich. Ave., Chicag 268 W. 40th St., N.Y¥.C 
ae ny and LINENS, Special English and 
h t Samples nh reques 
and Howland 

55 ston I Boston, Mass 
FURNISHINGS and DECORATIONS for house 
omfortable my, upholstered fur 
niture Fine ies and bedding. Meyer Mfg 
Co., 39 West Sth St N Stuyvesant 150 

Art Objects. 


RENA ROSENTHAL — Decorative 
444 Madison Av., nr St., N.Y Decorated Dresser 
xes, Desk sets, icks, period or r 





lesign, suitable I ngag t or Wedding pre 

THE WILLOW BROOK CO., 9 W. 47th St., N.Y.C. | 
Exclusive selling rights for Mason’s Ironstone | 
Pheasant Patter China and Poillon Pottery. | 
Interior furnishings Telephone Bryant 5751 


BRITTANY BED = Ar eg al 2 hangings for dis 
s crit 


tinctive homes covers, curtains 
and furniture Par aanent haa a shades Com 
munity Craft Studios, 126-130 E. 59th St., N. Y 
CORNELIA INGRAM 
Interior D rations 
Colonial, 18th Century Italiar 


Studio: 13 Gramercy Park, New York City 


Jewelry and Precious Stones 


FRANK Cc. ee ee BUYS DIAMONDS 
precious stones 
dual pieces of jewelry 
Nections or 
jewelry estates to be settled 
appraisals also made for ir 
taxes 20 yrs. experience 

Fifth Ave., N. Y¥. C 


also ~ divi 

from private 

Certified surance or 
inheritance 





Tel. Greeley 5489 66 

WE PURCHASE — CLASS JEWELRY 
Diamonds, pearls, precious platinum. High 

at prices paid Expert appraisers fusiness cor 
fid ential H. Feingold, 1 86 3’way, near Sth St 

Wwe Sol SHES? —_—. Late > “ 

for diamor pe gole 
silver and tine Norlit & ¢ 87 
Washington Street, Boston Mend 1868 





WRONE & WRONE Purchase, at highest appraisals 
45 East otth St liscarded jewels, old gold 
New York ity silver platinum fron 
Adjoin ing Yale Club ndividuals and estates 


Jewelry and Silverware Bought 


oo FOR BROKEN JEWELRY Old Gold 
Ive e pay highes ces for diamonds 
w ate in, platinum. Est 1886 Goods returned if 
ffer nod Hh Callmanr 27 W ith St 
JOHN DALEY PAYS CASH for Platinum, Gold 
Silver, Pearls, Diamonds, Antiques; entire con 
tents of houses Established 1869 654 Sixtl 
Avenue, corner 38th Street Tel __ Greeley 3945 
THE WIDE VARIETY 

of goods advertised on 

taisee pages is amazing 

fead tl announcements 


| Geo. Munro, Ed., 140 \ 


Jewelry & Silverware Bought—Cont. 


SEND TO A. S. BORG by mail or express any 
diamonds, old gold, silver, platinum, antique 
pawn tickets artificial teeth Cash at once 
146 West 23d Street, New York. Bank refere! 
WYLER CONVERTS your DISCARDED diamonds 
Pearls, Other precious stones Gold, Silver and 
Antiques, into cash. Established 30 years. Bant 
Refs. 661 Fifth Ave., at 52d St., New York City 
CASH FOR JEWELRY. Diamonds, 
Silver, new or broken. Prices now 
high. Established 40 years. Mme. Naftal 
69 West 45th St., New York Tel. Bryant 670 
HIGHEST PRICES PAID for old jewelry, diamonus 
platinum, gold, silver, false teeth. Goods returne: 
10 days if you're not satisfled The Ohio Smelting & 
Refining Co., 220 Lennox Bld Cleveland, Ohio 


SHONGUT, 170 B’way, cor. Maiden Lane, N. Y 
High class jewels of every description 
monds, pearls, ete, purchased for cash li 
vidual pieces or estates Cortlandt ‘501 

DIAMONDS 
Take advantage of the High Prices paid for 
precious stones (and jewelry) by 

Rothkrug Bros., 542 Fifth Avenue, New York City 


HARRY B. SCHEPPS BUYS old fashioned Jew 


Gems, Gold 
exceptiona 


elry, silverware, precious stones; haviug clientele for 
these articles can pay more than jewel ‘rs who break 
up & remount. Everything insured, 028 6 Av., N.Y 
JACK’S Immediate Cash in any amount for 
Curiosity Diamonds, Pearls, Jewelry of every de 

hop scription Highest Valuations give 
2 Lafayette Ave., Brooklyn, N.Y. Tel. Prospect 529 


ROSE & CO., pay full value for diamonds, pledges 
pearls, gold, silver, platinum, jewelry. 

Appraisals free. 

751 7th Avenue, New York __ Circle 5934 





convenient is 


Exceedingly this 
case of black, long grain seal 
containing two packs of cards 
and an auction score pad. Un- 
excelled as a traveling acces- 
sory. May be purchased thru 
Yogue’s Shopping Service $5.50. 


PROVIDENT PURCHASING CO. buy Diamonds 
ul 


Emeralds, Rubies, Pearls, Gold, Silver, Plat 
Full Cash Value Paid Appraisals Free 6¢ 
West 46th Street at Broadway Bryant 6588 


WE PAY HIGHEST CASH VALUE for jew 
liamonds, pearls; strictly confidential; excel 
service Call or send by express 3ank refere 


Tel. Bryant 8158, R. Hirschl, 826% 6th Ave., N. ¥ 
WRONE & WRONE For 30 years we've satisfied 
45 East 44th St clients from every state and 


won by merit their esteem and 
confidence. Express or mail 


New York City 
Murray Hill 1912 : 


Knitting & Crocheting Yarns 


ELSA BARSALOUX, 400 5th ane N Y., Opp 








riffany Original Creations n Hand Knitted 
garments A ce smple te si k of yarns 
Corps f nstructors 
4 YARNS PARAKEET SILKS 
r knitting and crocheting. Sweaters. Directior 
pro tiepe EMH ent mail order dept 
Margaret Mitts, Ltd., 734 S. Michigan Ave., Chicag 
Lace Dyeing 
ARTHUR CHEGNAY Expert French Dyer and 
Cleaner Laces, Chiffons, Nets, Trimmings, et 
dyed to match sample in 24 hours Eas 
7th Street Y 7198 


Laces, Linens 


ITALIAN HOME-SPUN LINENS in Carregg! 
vork, Point Venice, filet and cut-work, lunch sets 
scarfs, towels, etc. Wh’'sale & retail. Heath & Mills 
Florence, Italy) 18 State St.. Schenectady Y 


Ladies’ Tailors 


- 46th St 


J. TUZZOLI, now at 27 W N.Y., makes 
a suit for $90 which cannot be duplicated under 
$125. Quality & material faultless in make & fit 


Remodelled 
New York, near 


Ready Furs_ 
West 45th St., 
High Grade Ladies’ Ta 
ready-to-wear prices Sport 
Suits, Dresses and Skirts our specialty 


WHY pay the 


___ Fall Styles 

J. LABES, 16 
Fifth Ave 
loring at 


highest prices? 


We give the same quality and style as any of the 
leading houses. Suits $110 and up. Dresses $100 
Maurice and Flint, 2875 Broadway, New York 


HALLEN—TAILORED SUITS 
Exclusive designs to meet individual tastes 
Workmanship and materials unexcelled 
Popular prices 4 East 46th St.. N y 

J. ROTHSTEIN now at 1147 Lex. Ave. nr. 79 St., 
Suits made to order $75 can’t be duplicate: i for rf H 
elsewhere Perfect fit guar antee: 1 Suits for out 
town customers comple ted in5days. Furs remodeled 


Lingerie & Negligees 


- BANCROFT-DUNSMUIR 


Hand-made georgettes, novelty chiffons, crepe-de 
chine, satins. Correspondence solicited. Samples 
998 Madison Ave., N. Y 


approval with references 


Literature 


LITERARY SELLING SERVICE. Sympatheti 
Reliable. Books, Plays, Stories. Small fee charge 
novices Manuscripts Universal 


Vest 42nd St., New Yor 








a ey 


g 


Pi 











DD. 
ted 


the 
00 
rk 











October I 























Maids’ Uniforms 


NURSES AND NURSEMAID’S APPAREL 





Uniform Capes and Coats made to individual 
measure. Collars, Cuffs, Raincoats, Storm Capes 
J. R. MacGuire, 373 5th Avenue, New York City. 


NURSES, MAIDS, UNIFORMS trim, 
strong materials that hold their graceful lines. 


smart, of 


Accessories of dainty simplicity 
Nurses’ Outfitting Assn., 425 5th Avenue, N. Y 
Dresses Ready -made Aprons 
Caps & Bonnets and Collars & C uffs 
Coats to order Bibs 
Nurses’ Outfitting Assn., 425 


5th Avenue, N. Y 





Maternity Apparel 


BERTHE MAY’S MATERNITY CORSET, Belt 
and Brassiere. Exclusive and invisible enlargement 
feature. Dress as_ usual. Write for Booklet 
No. 14. Berthe May, 10 E. 46th St., New York 
BERTHE MAY’S USEFUL PUBLICATION ON 
Maternity and Better Babies—Care of the mother 
and of the Baby. Write for fist. 
Berthe May, 10 East 46th Street. _New_ York 


SATISFACTORY VISITS BY MAIL 
ou can purchase anything ad- 
vertised in these pages by letter if 





Schools and Instruction—Cont. 


Social Eti 





MRS. MARTINEZ 
Spanish teacher with rapid method. 
assured in two months’ time. 42 W 
Me Bs. Oh Tel. _Columbus, 7941. 


est 72nd St., 


Satisfaction | 
art of social poise, 


MLLE. LOUISE, Hotel Marie Antionette, N 


authoritatively teaches, pers 





quette 


onally & by mail, 


p Gi 

the 
charm of personality & proper 
requirements for social entertainments. 


Wedding Stationery—Cont. 


PACKARD PRESS, INC. 
Printers of the Better Grade 
High Class Announcements and onary 


27 ]_West _ 35th _ Street, New_York. Greeley _ 2815 





Shoes 


Fifth Avenue, New York. 
ladies’ shoes to order in 
materials and color of costumes. Write for | 
booklet and directions in self-measuremeut. 
JACK’S SHOE — (Creators) 
154 W. 4ith St.. N. Y., opp. Lyceum 
Exclusive new Fall Models. Short and medium 
Vamp Slippers and Boots. (No mail orders.) 
SHORT VAMP SHOES. French and American 
Models. Round or Pointed Toes, in all leathers 
Best for High Insteps Send for Catalog ‘‘V.”’ 
Glassberg, 225 West 42nd Street, New York 
FRENCH FOOTWEAR—Not imitations, but the 
original bench-made models and modifications of 
Short Vamps. First French Boot Shop in America 
Mail Orders. Catalog. Wm. Bernstein, 6 W. 37th St. 


E. HAYES, INC., 582 


Individual style in 


Theatre 





Shopping Commissions 





a visit is not convenient 
Monograms 
Embroidered Initials & Monograms on Linens, 


Handkerchiefs, Trousseaux, Layettes, Robes, etc 
Finest work Moderate charges Mail orders cared 
for. _Booklet. et. Janon Cc * _ 17 _W. | 





_ 45th St St. 


Simin 


CEMETERY MEMORIALS of exclusive design for 
liscriminating clientele Individual consider 
ation in every case Sketches upon request 
he Davi femorial Co Syracuse, N. 








Mourning Apparel 


MULLEN-SHAW 
smart for mourning. 
Neckwear & Furs. 
New York. 


Hats, Veils, 
No catalog 
Greeley 625 


E verything 
Gowns, Blouses, 
16 West 37th Street, 


Paints, Oils & Wall Tints 


DAMPROOF your EXTERIOR WALLS with high 


grade heavy bodied oil paint; flat white, enamel! 
jus tproof floor oil, roof paint. Martinek Co., Dept 
E,”” 405 _ _Lexington Avenue, New York City 
Patterns 

PATTERNS CUT TO MEASURE from illustra- 
ns, description of model. Fit guaranteed. Special 
ution to mail orders Mrs. W. ‘ Veisz, 

il Le xington Avenue, at 28th Street, New York 





| with you gratis. 


MISS EDITH V. STOVEL 
Successor to Mrs. H. Goodale seeemetiiy. 
Personal Shopping—No Charg 
23 Morningside Ave., N. Y. Tel Morningside 702 


LET ME SHOP FOR OR WITH YOU wight 


charge. 10 years’ intimate acquaintance in N. 
Shops. Fashion Notes and Leaflet Free Emma 
F. Bassett, 145 W. 105th St. Tel. Academy 2253. | 


MRS. SARAH BOOTH DARLING 
Purchasing Agent. Accompanying out-of-town 
patrons. No charge. References. Smaperoning 
Tel. Schuyler 5482. 155 78th St., N. Y. 

MRS. S. D. JOHNSON 
Avenue. Telephone Murray 
Opposite Waldorf-Astoria 

Shops for and with you without charge. 
MRS. C. B. WILLIAMS, New York Shopper. 
Will shop with you or send anything on approval 

Send for bulletin 


Hill 5565. 


347 Fifth 


Services free 366 Fifth Avenue, New York 
MRS. CAROLINE PLOWS. Experience has taught 
me that certain shops excel in certain lines. I will 
| shop for or with you. No charge. References 
Goods sent on approval. 14 W. 92nd St., Y 


ELIZABETH C. MALADY- 
with N. Y.’s shops enables me 
discrimination. Prompt service. Goods on approv- 
al. 3? Convent Ave., N Tel. Morningside 8420 
MRS. GEORGETTE DUNBAR EVANS will keep you 
in touch with N.Y.’s advanced modes. Will shop for or 
Chaperoning. References and bklt. | 
400 Riverside Drive, N. Y. Tel. Cathedral 3998. 
“BEAUTIFUL THINGS 1! SEE.’’ Write for Free 
Fashion Letter with list of bargains Shops free 
for or with you, wholesale or retail Booklet 
Irene Stephens, 144 37th Street, New York 
THESE SHOPS ALL GIVE 

excellent services, 

excellent values, 

Patronize them. 


Personal acquaintance 
to buy with taste & 





Permanent Hair Wave 


PROMINENT STARS h have their hair waved here 


Why don’t you? No kinks, but a beautiful wave 
well nigh a marcel Booklet. Robert, 500 5th 
Avenue, Suite 506. Corner 42nd Street, New York 


CALL AT SCHAEFFER'S if you want expert 

personal attention for a permanent wave. Posi- 

tively no friz or kink J. Schaeffer, 542 Fifth 
Avenue Phone: Murray Hill 5 

CARL—SPECIALIST IN PERMANENT WAVE 

Formerly at Waldorf-Astoria 
Marcel Waving Alair Goods Manicuring 
5 Columbus, Circle, N. Y. C 


Pinel and Phetegrephers 


“MARY DALE CLARKE STUDIO ~ 








Charles J Ox John J. MeCutcheor 
Portrait Photography 
Tel. Plaza 1492 665-5th Ave., N. Y 
EMMA HILTON 
Children’s Photography a specialty 
Mrs. Hilton personally conducts all a 
Phone 3678. 520 5th Ave, N. Y 


Vanderbilt 


Schools and Instruction 


LEARN HOW TO SWIM & SAVE LIFE. Mary 
Beaton, R.L.S.S. Late instructor Edinburgh’s fa- 

vuus Colleges, & to nobility of Scotland. Exclu- 
ve pool 1 West 67th Street 4204 Columbus 
MENUS FOR FESTIVE OCCASIONS; 


dinners, 


teas, parties, etc., with suggestions for favors, dec- 
rations, serving & entertaining Mrs ane s 
School of Good Cookery, 636 W. 158 St., N. Y 


HAVE YOU ANY WANTS? 
A quick reference to the 
Shoppers’ and Buyers’ Guide 
will satisfy them 


Columbus _ 2410 | 


RS. F. M. MONTE 
Twelve 


Shopper years’ Experience 
Paris and New York No charge References 
144 East 40th Street Tel. Murray Hill 9766 
MISS JOSEPHINE BALLARD 
42 East 78th Street, New York 


Shopping of every kind—for or with you 
No charge 


MRS. EDWIN MC CALLA DAVIS, Interior Deco- 


rator. Will buy for out-of-town patrons. Textiles 
and wr furnishings 331 West 83rd Street, 
1, ae 4 > Summer address, Sound Beach, Conn. 
KATHARINE OTT 
140 West 55th Street, N. Y. 
Shopping for or with you Out of town 


__ commissions promptly executed 
AN UNUSUAL SERVICE. Knowing the best dress- 
makers and requirements of a lady’s wardrobe will 
advise about clothes and select models. Shopping 
done. Mrs. Durant, 597 5th Ave., N.Y. Plaza 3466 


ADVERTISERS IN THE 





Shoppers’ and Buyers’ Guide are all | 
carefully selected It is safe to | 
patronize them | 


Short Stories Wanted 


| $50 to $150 A WEEK WRITING STORIES and | 


| Literary 


essential 
New York 
., ae 


Photo-Plays—Previous 
Send for Special Free Offer, Dept. G, 

Bureau, 145 West 36th St., N 
STORIES, ~~ PLAYS, etc.. are wanted for 
publication Good ideas bring big money Sub- 
mit Manuscript at once or write Literary Bureau, 


acceptance not 





883 Hannibal. Mo il ES 
FOR SMALL COST 
Advertisers can reach 
big buyers by placing 
announcements _ here 





THE STERLING QUALITY 
of these shops is 
attested by their 

presence in this Guide 


| and tissue 


Specialty Shops 


SERGE DRESSES FOR WOMEN. Attractive models 


in children’s frocks, Boys’ 
Aprons, Blouses, Hats & 
Commission Shop, 37 E. 47thS 


suits, Smocks, Garden 
Lamp Shades. The 
RR _ Mur. Hill 8296 


DURING THESE BUSY DAYS 


Let Vogue solve your shox 
personally recommend th 
quality shops Wr 
PEARCE STUDIO Batik 
Oriental rugs and _ tooled 
Morocco. Jewelry, 
164 West 4th St., 


Sport Th 


Visit the SPORT SHOP. 

valiced Sport Suits, 

Skirts, Blouses, etc. Exclusiv 
500 Fifth Ave. (42nd St.), 

SHOP FROM YOUR EASY 

Write these 

They are reliable 

to serve y 


Antiques, 
Greenwich Village, | 


shops 


ping problems. We 
is ‘Blue List’ of 
ite to them 


Blouses, 
leather purses 


Pictures 
N. Y. 
ings 


Unusual and 


Sports Waistcoats and Hats, 


eness & Utmost Value 
6th Floor, 
CHAIR 
today 
and ready 
‘ou 





Toilet Preparations 


| SANMEL COMBINATION 


desirable qualities in one 
Jar Fifty Cents. Sanmel Cc 
Tenn., U. S. A 


KATHERTEROS— Antiseptic 
women. $1 per box, ppd. 

companied by cash or money 
Z. Katherteros Co., 500 East 
Ki-KO Almond Face 
women inclined 
builder. 
ical Co., Dept. C, 15 


Crear 


10c for s 


destroys all body odors. Ke 


fing and skin irritations. 
Sana Balm Co., 34 S. 17th 
CREAM OF PEARLS. Ex 


the fastidious woman 
beautifying the skin. At lea 
By mail from G. Richie C 


Sanmel me 


to superfluous 


30 Franklin St., 
| SANA BALM-DEODORANT TOILET POWDER 
cha- 
ppd. 


SKIN CREAM. 
elegant preparation 
»., Box 74, 
ans ‘Better 


of quality. 


order 
86th St., N. Y. 
hair. A 
ample 
Oakland, Cal. 
lieves tired feet, 
1% Ib. box 55¢ 
St., Phila., Pa 
uisite 


ding N 
“Si Brooklyn, N 





Unusual Gifts 


THE AIM OF THIS GUIDE 


is to help Vogue readers 
useful and 


Best_Shops_in 


BUY DIRECT FROM PARIS 
the 


you, all custom chgs. pd., 
Paris—Perfumes; Lingerie; G 
Cor. invited. M. Moreed,106 Byd 


IMPORTED SOUVENIRS OF THE GREAT WAR 
French Bayonets made into Fire Dogs, 


Famous ‘*74"" 
Fire sets & Hatracks. Limited 
Bradborn & Co., Middle 
OPEN DOOR GIFT SHOP. 

Choice collection of Antiques, 
painted Novelties, Venetian F] 
N.Y. Tel. Bry. 4494. Summer 


City 
ROBERTA DROSTE. 





to purchase both 


unusual articles from the 


America 


We deliver direct to 
latest productions of | 


Novelties, etc 
Paris, Fr 


sOWNDS; 
Haussmann, 


supply. Write at once 
Bldg., Phila., Pa 


Hooked Rugs, 
owers 
Shop, 


Hand 


Hyannis, Mass 


Wanted 


~ HOUSE ADJUSTER 


Florence Hernandez opens 
them daily, including menus 
secretarial work 


Address 15: 


Weaving (Hand) 


TAPESTRY STUDIO. 


Any 
canvas for needle-point tay 
supplied to work 

7 West 47th 


THE RUTHANA WEAVERS 
Hand woven interior 
designed to harmoni 

Hand dyed eveni 


sags 


houses Supervises 
household accounts 
3 E 4th _St., St., N 
design painted or 
vestry and materials 
them out. 
New York City 

2 W. 47th St., N.Y 
decorations 

ze with costumes 
ng scarfs 


Wedding Stationery 


100 WEDDING ANNOUNCE 


vitations, hand-engraved. 2 
Calling Cards, $2.00. Write 
Engraving Co., 1023 Chestni 


ENGRAVED Wedding Invitati 
Everett Waddey Co. has for 
highest quality at reason able 
Wedding Etiquette Free. 5S 
IF THESE SHOPS ca one 
Tell 

If they do 

Tell us 


MENTS $8.50 or in 
sets of envelopes, 
for samples. V. 

it St., Piiiadviphis 
ons & Announcements 
a generation 
e ues. del 
11 St., Richmond, 


others 


not 


Negligees, 
from 


Pre-ad- 


New_York 


All 


Memphis, 
Health.’’ 
Used by 
on receipt of order ac- 
_City 
mn made specially for 
x cleanser 
Ki-Ko Chem- 


toilet cream for 
Unexcelled for cleansing & 
stores $2. 


26 W. 49th St., 


on 


insured 
Book 





Winter Flowers 


GROW NARCISSI IN FIBER for Winter cheer, in 
2 bowl of your favorite color. Will bloom in 6 
weeks 6 White, 6 Yellow & enough Fiber 33.00 
Max Schling Seedsman, Inc., 24 W. 59th St., N.Y.C. 
oe A WORD 
om you 
will bring the “Ofterin igs of these shops 
to your door. 


THE BUYERS’ DIRECTORY 


WHOLESALE ONLY 


Gifts 


BOAG RIBBONCRAFT CO. Gifts for Milady and 
Baby, Vanity, Opera & Work Bags, Sachets, Boudoir 
Slippers, Garters, Lingerie and Infant never nt 
Emeries & Flower Trimmings, 31 U nion Sq., 

BABY GIFTS that are different. Something. cin 
new. Dolls, animals, roly-polies, plates, carriage 
sets, rattles, bath toys, laundry bags, ete. 
Bailey & Bailey, 27 New York City 








East 22nd St., 








A condensed and highly con- 
venient guide to auction bridge 
is found between the attractive 
covers of this small book. Just 
sixteen pages suffice to cover 
the finesse as well as the essen- 
tial rules. May be purchased 
thru Vogue’s Shopping Service 
for $1.00. 


IDEAS FOR ALL OCCASIONS 
‘an be found 
he exploring 
these pages. 


DAY CRAFT userut. GIFTS 


Send to S. Day Associates, Springfield, 
Mass P Bs descriptive price list. Samples 
always on display at 225 5th Ave., N.Y. 


GIFT SHOPS ASSORTMENTS $50-$100 
Prompt delivery. Exquisite novelties. Metal, glass 
1 wood. Exhibit also Bush Terminal Sales ha 
Rena Rosenthal, 444 Mad. Ave., nr. 50th St., N 
COPLEY CRAFT CARDS, Christmas, Birthday 
and Friendship for Exclusive Shops. Hand-colored 
designs. Thoughtful verses. Samples on request. 
Jessie H. McNicol, 18 Huntington Av., Boston, Mass. 

BASKETS—FOR—GIFT SHOP TRADE 
& kindred articles salable at good profit. No catalog. 
Order $25 or $50 assortment Eg us just what you 
want A. Leipzig, Inc., 14-18 4 24th St., ) «i 


Knitting Yarns 


KIMMO SILK—The new pure Kimmo 

tensively used for knitting sweaters, socks, 

hats, etc. Guaranteed to wash. Afl shades 

Ask for Kimmo Silk at any Specialty Shop 

WONOCO YARNS. Every Color in the Rainbow. 
For knitting and crocheting the 
necessities for all _recreations. 

Wool Novelty Co. _564 Broadway, N. Y. £. 


7 M illinery 


SMART SPORT HATS AND SCARFS of Jersey 


Silk ex- 
scarfs, 











and Duvetyn to match plain and embroidered 
velours. Clever felt hats sold_to exclusive shovs 
only Trotteur Hat Co., 26 W. 58th St., ¥. 
PERSONALLY INVESTIGATED—Here ars ver 
300 shops personally investigated by Vogue 
and conveniently grouped on these pages 


to simplify your shopping 





















color guaranteed. 


Biltmore Industries were originated 1 


$4.25. 





Biltmore Hand-woven Homespuns 


Strictly hand-woven and containing absolutely not a fibre of anything but new sheep’s 
wool. Hand-dyed with vegetable and ALIZARINE dycs. No Aniline dyes used. Every 
After we dye the wool we card, spin, weave and dry-clean it, then 
scour and shrink it in soap and hot water two hours and dry it in the sun. 
years ago by Mrs. Geo. W. Vanderbilt on the 
famous Biltmore Estate, where the y were operated until 1917, when 
they were purchased by Grove Park Inn, the finest resort hotel in 
the world. We have received two gold and one silver medals. 
We make one hundred and fifty patterns and colors. 

We weave over a thousand yards a week and are hardly able 
to fill our orders at that. 

Single widths, seven to cight yards to a coat suit. 
Summer weight, $3.75 per yard. Regular weights, 
Overcoat weight, extra heavy, $5.25. 
Samples costing us 10¢ cach will be sent on request. 
Please do not fae us to this expense unless you are ff 
\ seriously consi 

Biltmore Homespuns ate worn by some of the 
wealthiest men and women in the United States. 
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Established Biltmore Industries, Grove Fark Ina. 


ering our homespun. 


Grove Park Inn, 
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Three Slices 


of 


in a natural way. 


daily 


DOCTORS’ ESSENTIAL FOOD. 
37 Oakwood Ave. 
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Basy Bread a day, 
Help reduce your weight 


WIFE LOST 30 POUNDS— 
Regained Youthful fumnaganse 


Your friends must have 
standard 


recognized 


3asy Bread 
and delicious 

There is 
the Basy 


reductions 


Sco 


You will be 


no 
Bread 


, —s 7 _ ad which gives reliable information on obesity and how to reduce. 
does and more tha ou 
ctaim,. as we can gladly tes Write for your copy to- 
tify. | My wife lost thirty day. Sent in sealed, 
pounds and has regained her plain cover, postage pre- 
youthful appearance, and is pal 
feeling fine Send your litera- 
ture to Mrs. M. M—, tell her 
this is the course Mrs. P— 
has had, and from which she 
obtained so much relief.’’ 
F. B. P., Huntington, Pa 
NOTE: Many letters like the 
above show why the demand 
for Basy Bread is increasing 


BASY BREAD 


ver 


Easily 
Naturally 


told vou about Basy Bread, now @ 
weight reducing ration 
is not a medicine or drug, but a wholesome 
food—scientifically prepared 
unpleasant dieting—no irksome exercises 
course Legions have reported remarkabl e 
weight with gains in strength and health 
much interested in the Basy Bread booklet, 
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E should say that it would be 
virtually impossible for any woman 
living anywhere outside of the 
comparatively few acres of earth that com- 
prise the city of Paris, to be fashionably 
dressed this winter without having perused 
the next issue of Vogue—the Paris Open- 
ings Number. Simultaneously with the 
publication of this issue in America, the 
Parisienne will step forth clad in the suits, 
wraps, and gowns shown in its pages. 
There is no way for you to see this 
fashionable pageant of Parisiennes except 
by turning the pages of the next Vogue. 
Here your eye will be trained to see and 
your taste to select the best from the great 
wealth of material turned out at this sea- 
son by the great designers of Paris, for 
the discrimination of the most highly 
trained fashion experts has been exercised 
in their selection. 
You can not emerge from these care- 
fully prepared pages without an eye 
trained to recognize the correct flare for a 


CONTENTS 


VOL. NO. 56 NO. 7 ( 1920, I 


Cover Design by Robert Kalloch 


opyright, 


Special Features 


Salons of the New York Mode - - 70-77 
Autumn Cu or Summer Sun - - - 78 
New York Spends Autumn In and Out 

ee eee oe eee 70 


The Parisienne Dresses for Chateau Lif. Y0-07 
‘v . . 
Costumes 


Chapter One in the Tale of the Paris 
Ope mings - - - - - = = = = = 57-5 
Thus Martial et Armand Open the Season 50 


Jenny, Lucile, Martial et Armand Show 
Their Opening Models - --+-. On 
The Middle Ages Inspire Madeleine et 
Madeleine -~ - == - -- - - ai 
What Molyneux Showed in His Collection 62 
Redfern rs ns Brilliantly - - - 63 
Callot and the Duchess Sforza Co onspir of 
Sorel’s Presi ription for the Day - - 600-07 
Evening Gowns of Frivolous Natures Os 
With Joseph, Frocks Are Short 
Sleeve and Hats Are Feathered - - 69 
Hickson Creates Suits of the Winter 
Vode - - -- = = = 70-71 
TJOGUE is published on fhe first and the fifteenth of 
every month, by The Vogue Company, 19 West 44th 
Street, New York London address: Rolls House, Bream 
Buildings, London, E. C., England Paris address: 2 rue 
Edouard VII, Paris, France. Condé Nast, President; Francis 
L. Wureburg, Vice-President; W. E. Beckerle, Treasurer; 


Editor; Heyworth Campbell, Art 
European Director. 

accompanied by postage for their 
Vogue assumes no responsibility for 
except to accord them courteous 


Edna Woolman Chase, 
Director; Philippe Ortiz, 
Manuscripts must be 
return if unavailable 
unsolicited contributions 





The next number 


will be the 
OPENINGS NUMBER 


PARIS 


coat, the right length for a skirt (and it 
may be different at different hours), the 
newest colour. You will know a Vionnet 
model from a Chanel, and which house is 
having the greatest vogue with smart 
Parisiennes at the present moment. You 
will know whether you should buy a long 
fur coat or, just to be different from every 
one else, and just a little smarter, a Hud- 
son seal suit. You will know whether to 
order an evening gown voluminously 
draped and with two trains, or one with 
practically no skirt at all; whether to make 
your selection of winter clothes from the 
models already on hand or to wait until 
the boats bearing something a little more 
advanced have touched our shore. 

Only by taking the very next boat to 
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Paris, visiting the great dressmaking 
houses and the smart small gatherings 
where the best dressed Parisiennes con- 
gregate, would you be able to view the 
equivalent of what Vogue will show you 
in the next issue, and answer the questions 
you must answer to be smartly dressed: 
Shall we wear princesse lines this winter? 
To what extent will Directoire modes pre- 
vail? Is it more chic to cut an evening 
gown to the waist-line in back or to veil 
it to the nape of the neck? Will sleeves 
be long and tight or short and puffed? 
Will gowns be trimmed with fur or is fur 
trimming a little passé? 

Callot will answer for you; and Jenny, 
Lanvin, Chanel, and Poiret. Vogue will 
interpret for you in text and sketches what 
these great authorities have said so charm- 
ingly (and so decidedly) in chiffon, velvet, 
fur, and lace. Where, except in Paris and 
this issue of Vogue, can you see what 
Paris offers so early, so completely, so 
wisely selected, beautifully displayed ? 
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Vadame Philippe Berthelot wears 
hat which follows one of the 
vourite fashions of Paris by drap- 

ng itself with a veil of fine black 

ace. The pointed crown resembles 
helmet of ai Aname Se warrior; 
trom Suzanne Talbot 





CHAPTER ONE. IN THE 


New Versions of Moyen-age Modes, Lines from Louis XIII Fash- 
ions, and a Tendency to Suppleness and Straight Lines; Dceuillet 


Features the Cape Tailleur and the Lines of the Normal Figure 





DOEUILLET 





Editor's Note: In this section of 
seven pages are pictur d and de- 
scribed the most notable and intu- 
ential models displayed at the early 
Paris openings. The October fif- 
teenth issue will complete the story 
with over half a hundred models 


f pat" 
from the houses which opened later. 


HE Deeuillet collection is marked by it 
sistence on lines characteristic of the house, 









TALE OF THE PARIS OPENINGS 


The First of the “Grandes Maisons” to Open Their Doors Disclose 


n- 


a thing which is not usual in an opening 


collection. As a rule, the Grandes Mais ns 


feel 


their way more or less in these collections; with- 
out forgetting the mode of the latest season, they 
try the effect of a hint which recalls some mode 
of the past or risk a daring line which has 


connection with any historic fashion, but 


to create a mode of its own. ‘There is n 


tentative about the models of the Maison D« 


let this season; they maintain with decision 
classic lines which have won for the hou 
high a reputation among women who dress 
distinction, who know with unerring tast 
the lines of the body are 

The tailored costume is one of the speci: 
( 
tailleurs are not at all close fitting, but 
coats with rather long skirts with fulnes 
pleats over the hips, or short coats which 
gest the blouse of the French peasant it 
very full in the back, slightly shaped, and u 


S¢ 


of first importar 


no 
seeks 
Pull- 
ance 
iities 


f the Maison Deeuillet. This season, these 


lv embroidered somewhere, either in a border 
the middle of the back, or just on some part 


the large and rather long sleeve 


Aside from these severe tailleurs, Deeuillet 





troduces this year the tailored suit with 

7 is both the most practical and the 

distinguishe 1 tailored costume tl 1¢ 
k for the autumn days of rain or paling 

shine. These costumes consist I kirt 

full at the sides, like the skirts f the 


mentioned 
n the Chinese skirts, 
re absolutely flat. and a ¢ t isua ur 


1 without any fulne 


d above, with pleats laid in pairs facings 
while front and bac 















































From the revers starts a cape. either round- 
ing or perfectly straight, which is thrown 
back over the shoulders and falls to the 
bottom of the coat in back. Sometimes this 
m the shoulder seam only and 
1 brought around join the 
am of the coat in front. Models 
f | eries { | C IS 


nd velvet, 











ng in colours 
leading col 

eC aT d gold 
] appears 


he detri 
neer Colours 


cape costumes 
ss, matching or 


wavs of sober 


( Above } 


tenden¢ Vv 


the hem, 





DC UILLET 





“Mandarin” hold 7 riét 

for the éflectt nes of 

pearl embroidery, yellow 

against its ruby ve t be- 

low an tter ¢ r 

colour. Pearl embroidery is a novelty of 
last season which is evidently to continue in 
favour this season and for some time to 
come. ‘Those round beads known in our 
many coloured asses which 
v ourselves by stringing, appear 
to-day as trimmings of unusual distinction. 
In afternoon frocks, also, a distinctive 
line is to be noted at the Maison Deeuillet. 









frocks have a back which is not 

princess back I it has no 

eams which clings to the figure from 
top t he hy i bring- 
ing a rmitted to 
frocks nt. This is a 
very pleasing innovation; for innovation it 


is, since one must go back to the modes of 
1894 to find a line similar to it, and even 
t a few women of wonderfully fine 
figure dared to wear it. Made of supple 
silk velvet, white, pale grey r chamois 





hen on 


Christophe” of Rodier bure, 


striped green and grey 


DQ-UILLE'T 


Ne il 


the shoulders and <«idth at 


“Saint- 
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colour, this type of gown is exceptionally 
lovely. Deeuillet has found a way to give 
it a little freedom by means of slashes along 
the fronts of bodice and skirt. In walking, 
these slashes open enough at times to show 
a lining of contrasting colour, such as bright 
red or bright blue on a black frock. 

Very high, also, but more like the frocks 
of summer, is “Pimpante.” which yet at- 
tains distinction by its conservatism and its 
charming line. It is all of black crépe de 
Chine, closing in front with jet buttons and 
trimmed with pleated panels which flare out 
at the edge along the sides with a sugges- 
tion of wings, which is very smart. “Paris- 
ienne” also introduces a new line in the 
way in which it follows the line of the bust, 
making clear in a fashion both discreet and 
charming the fact that the woman of to- 
day wears no corset. 

Many details of this interesting collection 
must be left for later discussion. The 
sleeves, for example, are most unusual, not 









(Below) Another NOVa- 
tion is the gown made all 
of jet. “Star.” white jet 
on flesh satin, emphasizes 
the fact that ti qutumn 


1 ut) ted 











DC UILLET 


Embroidery is an essential 
part of a cape tailleur. In 
blue and gold on marine 
blue serge, it qustifies and 
elaborates “Page” 


at all like those of recent seasons, Whether 
large or small, plain or embroidered, they 
are often made of two fabrics, and one part 
of the sleeve opens like a shell to show the 
arm clad in a different material. ‘These 
details are important, often marking dom- 
inating tendencies of the mode. 
For evening costumes, too. Deeuillet has 
an inspiration and brings back to the mode 
the gowns of jet so much in favour some 
twenty-five years ago. ‘These gowns may 
well be considered as a cosmetic for the 
woman who wears them: for, however tired 
she is, she has only to slip on that shining 
sheath, brilliant against white neck and 
shoulders, to give her skin new brilliance. 
It is not a question of mere embroideries 
of black or white jet on tulle; solid designs 
in jet cover these gowns, which end just 
above the ankle in front and are either 
slightly longer in back or extend to form a a 
train. 














October 1 


S usual, the Martial et Armand 
A collection was _ especially 
strong in suits and daytime 
frocks, and, perhaps, the most strik- 
ing generalization that one could 
make about them would be to note 
the persistence of all shades of red, 
from brightest nasturtium, tange- 
rine, rust, and terra-cotta, to ge- 
ranium, Pompeian, claret, Burgundy 
and many other tones. ‘There were 
four or five red suits, numberless red 
frocks, and red girdles, trains, and 
trimming appeared on many of the 
evening gowns. 
COATS WITHOUT BELTS 
The suits were characterized by 
the suppression of the belt, and 
by a very trim look around the 
natural waist-line, obtained by 
pinching in the seams a little at 
this point. This gave the effect of 
a rather rounded hip, particularly 
adapted to the uncorseted figure. 
The skirts were about the same 
length as those of the past season, 
and they were usually straight and 
were moderately narrow; many were 
banded at the hem with fur. The 
coats were either finger-tip length 
or three-quarters length, and almost 
all of them were trimmed with fur, 
either in high straight collars or 
in narrow bands. Astrakhan, both 
in the favoured grey and in dyed 
brown, was largely used, together 
with kolinsky, squirrel, and skunk. 
Some of the new dyed lamb was 
seen, and also a silk plush closely 
imitating mole. 
Standard woollen materials, such 


as wool velours, were used, to- 
gether with materials of rougher 
surface. A few plaids appeared 














| Definitely designed for the uncorseted 
| figure are the tailored suits presented 
by this house. 
them, but they are slightly nipped 
in at the waist-line, 
trim effect. 
shir slightly the rough grey cloth of 
“Obstacle”. 
and the narrow cuffs are of squirrel 





THUS MARTIAL ET ARMAND OPEN THE SEASON 


Beltless and Slightly Curving, Tailleur Coats 


Fit the Uncorseted Figure; Collars Are High, 


And Short Capes Accompany Matching Frocks 


























Newer than the three-piece costume consisting 
of a frock and coat 1s the combination of a 
frock and short cape such as was worn by the 
swaggering blades of the days of Louis XIII, 
who still live in the pages of Dumas. “Bobino” 
embodies the idea in a costume consisting of a 
skirt of grey wool velours edged with skunk 
and topped by a mouse grey velvet bodice 
ending in characteristic square tabs, and a 
cape of the same velvet in appliqué on grey 
wool velours and collared to the ears with 
skunk. Grey silk duvetine lines the cape 


“Phou-Phou”, also beltless and slight- 
ly mpped at the w black 
No belts appear on velvet and adopts the finger-tip length 
which alternates with three-quarters 
length in this collection. A slight 


ast, 15 Of 


giving a very 
Lines of ladder stitching 


flare in the coat skirt is accented by 
circles of kolinsky put on with grey 
silk, and kolinsky makes the collar. 


The 


Th é 


upstanding collar 


coat is lined with white satin 
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Rodier’s 


and a good deal of velvet. 
agnella in a deep claret shade was 


used for a whole suit. Some of 
the best models were “Phou-Phou”, 
a black velvet suit trimmed with 
kolinsky, which is sketched at the 
right on this page; “Obstacle” a 
grey rough-surface suit with a col- 
lar of squirrel and also sketched at 
the left on this page; “Claret Cup”, 
a bright red suit made with a 
blouse-like coat, held around the 
hips by a tight band and trimmed 
with skunk; and “Fred”, which 
was a combination suit and frock; 
the coat of this costume was of a 
beautiful light blue cloth and had 
a high collar of grey astrakhan, 
while the frock was of grey silk 
duvetine, embroidered up the whole 
front of the skirt with an appliqué 
of blue cloth. This coat had a 
slight suggestion of the Directoire 
period in its high collar and in the 
fact that the fronts of the coat 
skirts were cut away to show the 
embroidered skirt. 


] 





CLOSER LINES IN WRAPS 

The coats were less wrap-like 
than they have been, and this was 
true both of cloth and of fur gar- 
ments. Many had the short cape, 
coming to the waist or just below 
it. Often this cape-like section was 
tucked under in a fashion which 
held the arms close to the sides 
and gave a prim old-fashioned air. 
Some of the best of the coats had 
the entire back embroidered. One 


of marron bure had the top part 
of the back covered with cut em- 
broidery in gold, such as we should 
have seen formerly only on evening 
(Continued on page 184) 

















colours most in use, red 








ea bo : ‘tot 
are lined with terra-cotta crépe, gold thread and x 


o a J mM - > . , ] la > } je , } 
which makes the embroidered sleeves white beads. T) belt 1s of 

















The novel tines ¢ THIS €°% iINlg gow) 
n rose mauve satin brocade aré @) 
phasized by bands of skunk. The 
ong jacket pieces of the bodice are 
et with gold lace, and gold lace 
lzes the lace petticoat. Gelatine 


UC? rin t 





JENNY, LUCILE AND MARTIAL ET ARMAND ALL EMPHA- 


SIZED ELABORATE EMBROIDERY AT THEIR OPENINGS 


i) } l iered B Ouchh \/ - 
? re R 7 MARES rep t , [ 
short frock with side panels 7 ai ? cn Ce 

ismg high and falling low opl or tl / Wot m 

Skunk eds collar and Sle é yuins and rust woe ir lued 

1 lends width to the small the blac rét ite? kirt, 


ora vet hat 


Madame Jenny herself wore at her Much claborate embroidery marked 
opening this gown which features the evening gowns shown by 
both the moven-dge lines and the two house. “Embléme”, intended for res- 
and brown. taurant wear, is of gold-embroidered 
The flat panels of the brown crépe white chiffon and of black and 
de Chine skirt recall the tabard and tissue very heavily embroidered with 


1 tubular, op 
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The MIDDLE 
















































ly movyen-ds mod 
may be adapted t 
modern women. It 1s 


Oo; velvet and la 


HIi Middle Ages have 
been the inspiration ot 

the collection of Made- 
leine et Madeleine, which 
marks a great advance over 
anything they have done so 
far. The “juste-au-corps,” or 
closely adjusted garment 
reaching to the knees, has 
been made the basis of a 
whole series of gowns, which 
are an example of the in- 
terpretation of historical cos- 
tume in terms of present 
practicality. 

The term Middle Ages is 
generally taken to mean the 
period from the fall of the 
Roman Empire to the mid 
dle of the fifteenth century, 
but it is the later centuries 
which figure chiefly in this 
collection. Some of the 
gowns are named “Quator- 
zieme” and “Quinziéme,” in 
indication of their epoch. 
One is reminded now of 
the portraits of the queen 
of France of the twelfth and 


The « ipes of this col- 
lection have a new 
line, close to the knee, 
or near it, then flar- 
ing. “Roi d’Ames” 
matches a blue serge 
and old lace frock 


thirteenth centuries, now of the breastplat 
Jeanne d’Arc, and now of the historical plays 
Shakspere. There is a suit called “Vogue,” which 
has the very doublet of Prince Hal, carried out 
in a black velvet brocaded in gold, with belted 
fronts and swinging cape back, with long sleeves 
underneath, and a narrow black velvet. skirt 
where one expects the masculine hose. 


MOYEN-AGE LINES IN MODERN MATERIAI 


The various models sketched on these pages 
give an indication of the interpretation of the 
moyen-age line in modern material. ‘There is 


“Moyen-age,” a frock of deep burgundy velvet, 
adjusted to the body by side seams and slightly 
wrinkled at the low waist-line, with drapery 
making that “capuchon” point below the waist, 
which is always attractive in velvet. The un- 
derarm seams are cut into points tied together 
over gold tissue, and the short sleeve, slashed in 
keeping with its period, is edged with gold. 
Sketched at the lower left on this page, “Roi 
d’Ames” is an example of the combination of 
the cape and gown, the cape on moyen-age lines 
with the top part cut narrow to hug the shoul- 
ders and descending almost to the knee where a 
circular section is added to give a flare effect. 
This flare at the hem is sometimes obtained by 
pointed sections set in at the sides and some 
times by the spring of the seam itself, but it is 
characteristic of many models and very new. 
This model is in blue serge collared with mink 
and has slits for the arms lined with the same 
fur. The circular flounce, in this case, is dec- 
orated with bias folds of serge arranged in over- 
lapping points and mounted on heavy gold lace, 
for the combination of gold and silver lace and 
tissue with woollen and velvet materials runs 
through the collection. Through the slits in the 
cape, the tightly fitted sleeves of the bli 
ind gold lace appear. They are very long and 
transparent—another significant detail—and ar 
ornamented with an appliqué of the serge. Ot! 
combinations of cape and frock have a narrower 
pe which comes to the knees or a little below, 





»] le serge 
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AGES INSPIRE MADELEINE et MADELEINE 





Moven-dge” states 
its derivation and 
makes a point of the 
characteristic capuch- 
on line in the front. 
It is of burgundy 

t, and youthful 





and often there is an inter- 
esting fur collar with long 
ties of the stuff of the gown 
knotted in the back. “Me- 
daille” is a suit of this kind, 
of blue serge collared and 
banded with Hudson seal 
and trimmed on the sides 
of the skirt and over the 
arms on the cape with large 
red and gold buttons looped 
together with gold chains, 
in a very medieval and pic- 
turesque way. 

Tailored suits, instead of 
being founded on the doub- 
let and hose idea, however, 
repeat the lines which have 
already proved successful at 
this house. They are often 
severe in cut, with three- 
quarters length riding-habit 
coats and narrow skirts; or 
the coats may be cut on 
the same lines as the white 
suit “Cham”, which was one 
of last year’s favourites. A 
blue serge suit has the skirts 
(Continued on page 186 
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WHAT MOLYNEUX SHOWED 


RETURN to slender sup; 
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time. The natural figure is taken 


basis for all these models, a 
—practical for daytime and gorg 
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lines. The vexed problem ol skirt 
lengths was not sclved or even clarified 
by this collection, for some of the mor 
ingénue types of gowns were shorter 
than ever, and their sati cade 
foundation skirts, more or Ik veiled 
with embroidered tulle or metal lace 
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the same time, the gracious, ‘di 
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draped types of gown, worn by tall and 
stately manikins of renowned English 
beauty, were often really lon 


startling novelties were featurec 
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ing that would make a sensational head- 


line, yet the collection as a wh 


beautiful and eminently wearable 


GOWNS FOR THE TALL AND SLENDER 


It fell naturally into tw 


groups, typified by the two types of 


manikins who displayed it 
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VOGUE 


in his WINTER COLLECTION 


and slender and the shorter ingénue 
type. It is, perhaps, in gowning the 
first that Molyneux excels, and he con- 
tinues the graceful swathed type of eve- 
ning gown with a train, of crépe de 
Chine or of brocades more gorgeous than 
ever. ‘Two of these evening creations 
which called forth much admiration 
were made entirely of embroidery, the 
ne like a slender shaft of gold and the 
ther a mass of interlaced circles of 
black and gold in several shades. 

(nother evening gown of the same 
type had a slender foundation of jade 
green satin veiled with an overdress of 
citron yellow chiffon, beaded all over 
with crystal beads. This overdress was 
draped over one arm and shoulder, co\ 
ering the arm on that side. The gown 
sketched at the right on this page is 
illustrative of this type and has the 
straight, rather narrow panel train hung 
from the shoulders, which is charac- 
teristic. In this case, a novel cut brings 
it around to the front of the gown, 
where its gold-spotted black chiffon 1 
held by a low girdle composed of flat 
flowers in all shades of blue, from deep 
sapphire to lightest turquoise.  Artifi- 
cial flowers are freely used to give colour 
accents both to these stately gowns and 
to the more youthful ones 

(Continued on page 180) 
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October 


Very smart 


long coat 


“Isabeau” recalls the fifteenth-c ntury 

frocks of lovely Isabeau de Baviére and 

is all in dark blue brocade and pale 
grey chiffon, deftly draped 


REDFERN 


SHE Queen of Roumania 
and her daughter were 
present at the Redfern 
opening, and the Queen looked 
very beautiful in a Lanvin 
black coat embroidered with 
white, a small toque of blue 
cornflowers on her golden hair, 
and a strand of marvelous 
milky pearls about her neck. 
She was particularly pleased 
with the more elaborate cos- 
tume-like gowns which the new mode is seeking 
to impose upon us—it remains to be seen with 
what success. Certainly anything more different 
from the little crépe de Chine frocks of the sum 
mer could hardly be imagined, and possibly it 
will take a queen, at least, to wear the new 
moyen-age clothes with the dignity and formality 
that they require. 
rHE NEW TAILLEURS 
The moyen-age note was sounded here it 
afternoon and evening clothes, but the suits 
were of the well-tailored classic type for which 
this house was famous in the time of our mothers 
Three-quarters length coats, flat back and front 
and flaring at the side, sometimes with high 
choker collars of fur, which add enormously t 
their price, were featured, with others of some- 
what more picturesque cut and a few which 
had the short square coat which has been much 
worn since the last openings. One of the best 
of the suits was “Grand Siécle” and is sketched 
at the top of this page. This suit was of light 








of beige camel’s-hair with a_ very 


the famous eighteenth 
entury in France rust duvet 


the men of 


Sometimes Leaning 











“Grand Siécle’’, a suit The 


OPENS 


Moyen-age Lines Are Suggested for Afternoon 


beige cloth with a very long coat buttoned 
straight up the front, recalling the men’s fash- 
ions of the Great Century, and with square 
pocket flaps set in unusual fashion low on the 
sides. This was collared with beaver. Redfern 
pointed out a suit of green and black striped 
cloth which had a grey squirrel collar, cuffs, and 
facings inside the coat, saying that the fur in- 
creased the price by several thousand francs. 
Many fur coats, of mole, kolinsky, beaver, and 
mink, were on somewhat the same lines as those 
of last year, but rather narrowed and less wrap- 
like in cut. Some excellent daytime coats of 
cloth kept up the reputation of the house for 
uch garments. One was of midnight blue, cut 
with the short overcape which we first saw at 
Redfern’s last year and with a wide collar of 
ermine bordered with Hudson seal and cuffs of 
the same fur. Most of the coats featured the 
short overcape, sometimes quite fantastically in 
terpreted. “Bois de Rose,” sketched at the top 
of this page, was of a rust colour duvetine with 
pattern pressed into it and was cut with a 


short overcape draped n one side ot y and 


sh ort Ove rcape, 
Redfern’s last year, appears on many 
modeled on the coats of models and is often used as 
sically as it is on “Bois de Rose”, a 


to the Eighteenth Century 





first seen at 


whim- 
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Satin ventures back into the mode as 

the stuff of charming draped evening 

gowns, such as this in black satin com- 
bined unexpectedly with old-rose 





PBRILLIANTEY 


trimmed with wide bands of 
Hudson seal. 

Frocks strongly felt the 
moyen-age influence, and some 


And Evening, but the Tailleur Remains Severe, of them were monastic in 


character, with straight panels 
back and front, girdled low on 
the hips with a cord. One, 
called “Isabeau” and sketched 
at the left on this page, was 
a combination of very dark 
blue brocade and palest grey 
chiffon, and the brocade was draped up on 
one side over a pleated petticoat of the chif- 
fon. The sleeves were typical moyen-age af- 
fairs, very long, covering the hand, and puffed 
at the elbow. 

Here and there, by way of variety, a Spanish 
note was struck in the frocks, and in others 
Oriental modes furnished the inspiration, as in 
a very good model called “Mauresque”, made of 
dark blue bure with a small turn-over collar of 
rust bure and a very low girdle around the hips 

rust bure embroidered in black and sequins 
Collars were almost invariably high, and sleeves, 
to accord with them, were very long 


FAVOURED COLOURS AND FABRICS 


Reds in all shades ran through the collection, 
and there were many browns, particularly in 
the leather tones. There was also some bright 


ylue, jade green, I 


good deal of royal purple, 

and yellow. In fabrics, velvet was featured here 

as elsewhere, both for suits and for handsom 
(Continued n pa TdS2) 











VOGUE 


CALLOT AND THE INCOMPARABLE DUCHESS SFORZA 


CONSPIRE TO DISTURB THE PEACEFUL COURSE OF 


MODES AT SUCH CENTRES OF FASHION AS DEAUVILLE 
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\ A quaint Chanel frock in silk Not new. but so or Zeous 
figured green, white, and and so tly that it may 

~) black has a skirt of amusing disregard that charm, is this 
cut which forms wide pock- robe of flesh colour satin 

ets. A straight cape, barely clinging closely to the figure 


wider than the back of the 
frock, hangs from the puffed 


Medici collar 


and embroidered in jewels, 
pale and magnificently glit- 


tering, of all colours 


























October 


PARIS STROKES 







Mme. Salvator pre- 
pares for winter by 
means of a_ striking 
wrap of otter, made in 
the jorm of a redin- 
gote with a cape back. 
Stripes of mole and 
otter make the muff, 
sleez eS, and belt 


RIGINALITY in fur 
QO garments is not an 

easy thing to 
achieve, for though modern 
workmanship handles the 
fur almost as if it were 
cloth, yet the material de- 
mands such expert treat- 
ment that its fashions 
change less rapidly than 
those cf more tractable 
fabrics. The present price 
of the smallest bit of fur 
also tends to limit experi- 
mentation, and that is, per- 
haps, the reason why the 
wide-sleeved cape-coat 
model which was so much 
approved last season seems 
likely to be as much in 
favour as ever. 

Not all these reasons to- 
gether, however, prevent 
the Paris furriers from 
seeking novel effects, and 
a new idea in furs creates 
interest at once. The four 
wraps sketched on_ this 
page are most unusual in 


Mme. Lanvin herself 
wore to the Opéra this 
cape of summer er- 
mine cut like her cloth 
capes, narrow on the 
shoulder and almost 
circular at the hem 
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ITS FURS THE 


Not Even That Most Recalcitrant of Materials 
Can Resist the Parisienne’s Demand for Lines 


Which Express the Silhouette of the Moment 


form and in the treatment of the fur, and they 
offer many suggestions for the wraps of the 
coming winter. 

At the lower right on this page is sketched a 
wrap which caused many heads to turn when it 
was worn at the races. ‘This cape is made of 
monkey fur, that fringe-like, glossy, exotic pelt of 
which Paris never seems to tire, but which takes, 
as they say, “a lot of wearing”. It is made in a 
series of fringes of this fur mounted on chiffon, 
which barely shows between the layers of fur. 
\round the face is a standing collar, very shaggy 
in contrast with the smooth lying fur on the 
shoulders. The wrap is lined with a beautifully 
worked chiffon and is intended as a wrap de luxe 
for wear over either an afternoon or an evening 
gown. Worn over a black chiffon gown one cool 
day at the races, it received much attention. 


FURS IN CAPES AND SUITS 


Madame Lanvin herself wore to the Opéra the 
wrap sketched at the lower left on this page. It 
was of summer ermine and was cut exactly like 
Lanvin’s famous plaid cloth cape which was 
worn by Mademoiselle Jane Renouardt and was 
reproduced on page §2 in the issue of Vozue for 
June 15. This cape hugs the shoulders and 
broadens to an almost circular flare at the hem, 
where it is finished in deep scallops. A small 
standing collar completes it. 

This cut promises well for winter furs. Chanel 
uses it for a cape of mole, almost circular, which 
takes an immense amount of fur, making it a lux- 
ury possible only for those of very long purse 
Only a very flexible fur, such as ermine or mole, 
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MODISH WAY 





You may have had 
everything else under 
the sun, but you cer- 
tainly have not had a 
Hudson seal suit—a 
novelty that made 
Paris, at its most fash- 
ionable race course, sit 
up and rub its eyes 


should be used for a cape 
of this type, for the great 
quantity of skins required 
would tend to make it 
bulky if made in any heavy 
pelt. Squirrel, in the hands 
of an expert, might be 
used, and possibly will be, 
for squirrel—both natural 
grey and kolinsky dyed—is 
promised high favour. 


TWO SUITS OF FUR 


Perhaps the most original 
of the models’ sketched 
with this article is that at 
the upper ricvht. This is a 
whole suit of Hudson seal, 
a fur which the furriers 
can not prepare fast 
enough to supply the de- 
mand for the coming sea- 
son. The short coat recalls 
the cloth medels_ which 
were worn last summer; it 
is open in front and hangs 
straight from the shoulders 
(Continued on page 178) 


Monkey fur mounted 
on black chiffon 
makes a Madeleine et 
Madeleine cape which 
hu gS the sh oulders 
and has the favoured, 
high, uneven collar 





SOREL’S PRESCRIPTION FOR THE DAY VARIES FROM COAT- 


LIKE FROCKS FOR MORNING TO LATE THIN AND TRAILING 


SPLENDOUR; FRENCH HATS ARE VEILED OR FEATHERED 
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The first evening gown at the » Ait exquisité= 
ly comoimes frosty siuver ice and chiffon 
transparent and green as ai merald. Fash- 








10on sometimes goes to th ther extreme 
from the backless gown, and does so here, 
by making the silver lace bodice very high 
in the back, with edgings « crystal beads. 
Caught with an emerald ornament, the drap- 

ry from the front is draw) wout into a 
sloping watst-line; soft feathery lengths of 
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over the lace overskirt and trail 











f lightly at either side. The black velvet 
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Ira L. Hill 


coat and 1 the circular 


flare slightiy ove 
skirt. A blacl 

most correct kind 
ht up in front and 
t w it h «a Te ad 
its black Chantilly 


, 


red ribbo ns 


Ss eS 





SLA MLE Le LE 


WOLL e 


Blac k charmeuse brocadea wits 
velvet is fashioned in the best wa 
to bring out the beauty of th 
fabric. Straight and panel-like, th 
front and back are topped by 

green and gold brocade collar, ai 
the sleeve flutings are brocadea 
too. The black girdle which cor 
fines the sides has green and gol 

im its deep heavy fringe 


MODELS FROM SOREI 


HATS FROM ARNOLD CONSTABLE 
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To be effective, the te indefinite- 
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ness of grey must be presented with 
imagination and handied an artist. 
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ght) In very little space this 


gown 


(Ri 


es much on the subject of the 
beauty and becomingne heer black. 
The black satin under-slip is hung with 
black thread-run net that dips in back. 
A bit of dignity is add the girdle 
of rose ribbon that turns into a train. 


» hangs down 





VOGUE 


A SLIM SHEATH AND, OVER THAT, AN AIRY SLIP, LONGER, 


LOOSER THAN THE UNDERSLIP, OUTLINES THE CHIC 


SILHOUETTE OF THE 


EVENING GOWNS OF THE AUTUMN 


MODELS FROM BERGDORF GOODMAN 








(Above) A classical simplicity and a har- 
mony f colour two of the charms 
this gown of idé green charmeuse 
veiled in brown chiffon. Most remark- 
able, nowever, the brevity of the green 
an the unexpected impleness of t/ 
brown—a feature that wins much ir 
at the moment. A train streams airil 
behind but trai are expected 1 
evening gow? A rland of icate 
hand-made ers ncwrcle ti waist 
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WITH THEIR SLEEVES CUT SHORT AND THEIR BODICES LONG, 






THESE FROCKS FROM JOSEPH WEAR VELVET HATS THAT 























HARMONIZE WITH THE COSTUME AND ARE FEATHER TRIMMED 
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A good deal of navy blue twill, with in- 
tervals of purple duvetine, a judicious 
dash of gilt thread embroidery, and a 
sprinkling of black braid buttons—such 
is the prescription for a smart Iiittle 
street frock. The purple of the under- 
bodice 1s echoed by the folds outlining 
the arrangement of black braid; and the 
hat shows that it is born to the purple 
by its facing of soft blondine feathers in 
that royal colour 
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Straight hanging, low, and loosely sashed, 
a sand colour duvetine frock adheres to 
the effectiveness of chemise-ttke lines. 
Henna beads thread themselves all about 
in patterns on the long blouse and in 
lines below the henna colour sash. The 
henna velvet turban, which crowns the 
colour S¢ heme, réac hes the heights of 
which a chic bow is capable and brushes 
the shoulder with a fringe of ostrich 
in the same rich colour 


(Left) This quaint frock is fashioned of 
velvet and bound all around with satin 
: sep 
bands. It has all sorts of endearing 
young charms, such as a full tunic below 
its soft bodice, demure undersleeves and 
collar of cream net and lace, and a nose- 
gay of French roses. Black burnt ostrich 
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all about the black velvet hat 
















VOGUE 


WITH A SOFT RICHNESS OF 


WOOL VELOURS, VELVET, AND 


FUR, HICKSON CREATES THE 


SUITS OF THE WINTER MODE 
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HICKSON STATES IN CONVIN 









ING TERMS THE FITNESS OF 


DIRECTOIRE MODES FOR’ THE 


COSTUMING OF MODERN WOMEN 
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and is edged with taupe fox, is the feature of the coat of this suit whicl 
chooses a soft.naty blue wool velours as its material. A sharp accent 
of colour 1s afford: iil read béads f painted wo d, which form simpl 
pattérns on the coat Lone elvcerinized ostrich feathers cover and matci 
} Ha ne . al + # VM ; 7 /r Dp im pli } tome th, shoulder 











ER WRAPS WITH A GLORY j 






OF EMBROIDERY OR SEQUINS 


















STEIN AND BLAINE’ COV- * : me oe wae 


VOGUE 


(Left) To dare is oft’ times a 
becoming as it is adventure- 
some—at least, so one would 
judge from this wrap of black 
chiffon velvet cut in the most 
daringly picturesque of lines and 
embroidered over the wide cape- 
like sleeves with jet sequins, 
The tiny stiff’ black velvet hat 
has a softening puff of ostrich 
feathers over each ear, and a 
little crest of them whisi 


cross the rown 





(Below) As startling and as 
vivid as a flame 1s a mandarin 
wrap of orange velvet, brilliant 
with flecks of gold that catch 
the light—golden sequins. The 


simple Chinese sleeves hang 








gracefully and  wunornament 
but the collar, which wraps th 
throat closely and high 

soft chinchilla fur. The beaut 
ful grey offers a cool 

the grey white of ashes, against 


the fire tones of the coat 
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OF DUVETINE OR FEATHERS TAKE UNEXPECTED 





WRAPS 


ATTITUDES UPON BROAD 


VELVET ARE DISTINGUISHED 


AND NARROW BRIMS ALIKE 


BY UNEXPECTED DETAIL 


MODELS FROM STEIN AND BLAINE 











A very glorification of the prosaic skirt and 
blouse appears in this bottle green wool 
velours skirt and ivory pebbled crépe blouse. 
The blouse is beautifully simple in line and 
serves as a perfect background for dark 
green wool flowers and leaves which run 
vine-like up to the shoulders. Equally sim- 
ple and equally effective is the hat made of 
two soft black velvet ruffles 











A black velvet hat that spreads 
wide its brim also turns it up 
in front and bends it down 
on one side. The upper facing 
of the brim, as well as the soft 
shallow crown, is of fawn col- 
our duvetine, while a stiff lit- 
tle brush of cock’s feathers to 
match them in colour sits in 
solitary aloofness on the curv= 


ing expanse of brim 


One of those large hats, with 
many disturbing shadows and 
an angle as distracting as it 
is simple, is made of black 
velvet with crown and top of 
the wide brim of henna colour 
wool velours. At the edge 
of the brim—almost like an 
afterthought, though too sub- 
tly effective for that—is a 
spray of tan ostrich feather 


(Right) Heavy black satin, 
combined with the universally 
becoming squirrel, makes a 
suit of charming appropriate- 


ness for early winter wear. . 
- b N 
Upon the skirt three ruffles 

appear and drape up towards N 
the front, growing scanter as . 


they leave the back. The box- 

coat has short sleeves banded 

with squirrel, which also hangs 

in straight stoles front and 

back. A broad, soft, black vel- 

vet hat shows a glint of audac- \ 
ity in its tinsel trimming 
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THAT GLITTERS IS GOLD TISSUE, the back of the neck to a band 





AND ONE WEARS A DINNER COAT 
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FOR EVENING, GOWNS MAY 





























DYED LACE AND ELABORATELY EM- 


BE AS SIMPLE AS THEY WILL, BROIDERED AND FIGURED MATE. 


IF THEY BUT KNOW THE WAY RIALS GRACE THE EVENING HOURS 


MODELS FROM ANTOINETTE WORRALL 
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dyed in many colours and combined 
with another material to match it. Thus 
a7 gown of petur la colour char use 
assisted to its final acl 
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(Left) Like some spirit of a flower, 

this misty gown of orchid charmeuse 
nearly concealed beneath floating draper 
wes of plain and bead-embroidered tulle 
to match. A ribbon of the charmeuse 
catches one long drapery to the waist, 
while the other, unconfined, flutter 
gracefully. Silver cloth forms the uader- 

bodice 


(Right) TI clorified brown and golds 
of the autumn are caught in the bro- 
cade of this gown. Upon a gold ground, 
a brown leat pattern wanders and fol 
4 an ; 

lows quaint and unusual lines of drap 
1) A The scant bodt 4 is ma le ntir ly 
of gold tissue, and ai normous pink 

lset poppy lnows ftly t the upe 


1 ewaist-line 










SALONS 


“HE mode, the elusive 
flame of fashion, in pur- 
suit of which women 
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brief hours, file bef 
wearing the ge , the 
a tl h he 
thinks most suited 1 
her. Every artifi 
that will enhance tl 
bea Ity ( f the display 
is used, and the march 





of the mar 
they step onto the 
softly lighted velvet 
g stage and pos 
alone or in tableau, is 


often a thing of very 








real beauty. There 1s 
an intoxication about 
this scene 1at is well 





ning, 
for the 
the 
that she has 
only to possess the 
is to be miracu- 
lously endowed with 
the physi al propor- 
tions of the manikins. 


Naturally, one is all 


h_ overwhel: 
it is hard 
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too likely to experi- 
ence much disappoint- 
ment when on re- 
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sky blue salon and 
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VOGUE 


thetic eyes on the manikin who 
is wearing once again the one 


garment she must and will 
have, although the interval 
may have added yet another 


ten pounds to her already am- 
ple charms. 

The first visit to the famous 
fashion salons of a great city 
is very interesting, for here 1s 
reflected the taste and the 
standard of dress of the women 
of the country. 

It was Paris that led the 
way to hiding the light of her 
famous couturiers behind plain 
fronts, with never a suggestion 
of the shop or all the loveli- 
ness: that was hidden behind 
the plain brown walls; just as 
she introduced us to the mani- 





kin who has since become a 
part of every smart dress- 
making establishment in the 


world. Poiret, whose original 
taste can always be counted on 
for something new, has trans- 
formed his courtyard into a 
veritable paradise of lawns anc 
trellised walls, presided over 
by two bronze deer, where he 
originally gave charming fétes 





which were the forerunners of 
to-day’s fashion openings. 
FROM RESIDENCE TO SALON 
It is characteristic of Paris 
that most of her famous de- 
signers house themselves on 
the first and second floors of 
the old hotels. Martial et 
Armand occupy the second 


floor of an hotel originally 
constructed during the reign 
of Louis XIV for Maubert, 
Minister of Finance. It was 
occupied during the Second 
Imovire by Agado, who enter- 
tained lavishly, and in whose 
home it was said the beautiful 
Countess of Montigo met and 
charmed the third Napoleon. 

Another old house which 
brings many a pilgrim in 
quest of fashions to the rue 
du Faubourg Saint-Honoré is 
that of Lanvin. Formerly a 


residence, it was re- 
modelled to suit the 
needs of this de- 


signer; and now grey- 
carpeted salons pro- 
vide a promenade for 
manikins who pass by 
their mirrored reflec- 
tions upon the walls, 
side by side with the 
quaint old fashion 
plates of years ago. 

Beer likewise occu- 
pies a one-time pri- 
vate hotel—the state- 
ly Hotel de Fleurieu, 
built and decorated in 
purest Louis XV style. 
The Callot’ sisters, 
are likened to 
“The Three Fates”, 
are always surrounded 
by an air of mystery. 
They still occupy the 
old-fashioned house 
situated on the rue 
Taitbout, with the 
iron bars that govern 
the approach to the 
second floor. There are 
few who have seen 
them, even though 
they go there year in 
and year out. 

On the other hand, 
Madame Georeette is 
the moving spirit and 
the most rative 
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dec 
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thing in her delight- 
ful salon, which, as 
the writer remem- 
bers it, was all 
snowy white—white 
wall-papers, white 
muslin curtains, and 
white carpets. 

In New York this 
year, several of the 
best-known  desizn- 
ers have opened new 
places of business— 
buildings which rival 
in magnificence and 
luxury anythinz that 
Iurope can offer us. 
A striking feature of 
these new houses is 
that nearly every 
one has shown 
marked ecclesiastical 
tendencies. Whether 
this is a laudable in- 
tention to bring a 
less frivolous tone to 
the pursuit of fash- 
ion, we do not know, 
but the idea was 
simultaneously con 
ceived by _ several 
well-known houses, 
and behold—t h « 
vov7ue, 

The fur 


1 
articul arly seem t 
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inderbilt houses ag 
ote epee more, archi- 

nd is diately bn cece 

ypposite St. Thomas’ ite 

Church, have a main 

entrance that is a copy of the library of 

the Chateau of Pierrefont, with furniture 

and fixtures in Prag is Premiére style. 


Beautiful stained glass windows cast som- 
reflections on the fine carved wood- 
work and, at the same time, provide the 
particular qué ility of light needed for the 


furs 


bre 


best selecti n of 


FUR SALONS 


The nouse of H. Jaeckel and Son also 
has very elaborate arrangements for 
providing the clear bluish daylight re- 


quired for the correct showing of their 
furs, and have, as well, a main showroom 
decorated in the style of the Italian Re- 
naissance with fine Gobelin tapestries on 
the walls. Stein and Blaine, who also 
house themselves in a Gothic mansion, 
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Stein and Blaine are housed in a Gothic 
reception rooms which open onto alittle garden 
Renwick, Aspenwell, and Tucker, architec 
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keep their austere 
first floor sacred to 
furs and contrive to 
give an atmosphere 
of frivolity to the 
upper floors; these 
are decorated in 
charming old-blue 
and cream with 
French furniture, 
which in’ summer 
puts on cool glazed 
chintz covers, and 
French doors that 
open to a little win- 
dow-box garden at 
the rear. Here 
gowns and hats and 
other gay and li:hter 
adjuncts to women’s 
beauty are shown. 
Hickson’s, on the 
other hand, have not 
hesitated to place 


their gayest and 
most frivolous stock 
in their purely 
Gothic interior on 
the first _ floor, 
though _ upstairs 
they, too, go in for 


ultra-modern _inter- 
iors and gay French 
fitting rooms. 

In the 





decoration 


f their New York 
shop, Boué Seurs, 
f who have had an 





establishment on the 
rue de la Paix for 
many years, have 
succeeded in convey- 
ing the impression 
of an historic French 


round for the 
- 7 

mode at Ilici:- 
> Augustus 


N. Allan, ar hi- 


interior. ‘There is, 
in fact, very little of the “shop” about 
the reception room with its finishing of 


antique gold and its tapestry upholster- 


On the soft toned rugs which cover 


ing. 
the floor lie huge cushions of gold lace 
and brocade in front of the inviting 


chairs of old French design. 


Many of the best-known shops house 


themselves after the French style in old 
New York private homes, At Thurn’s 
dignified mansion on _ Fifty-second 


must go through all the 

calling at a private home. 
Madame Frances’ Renaissance house 
was the home of Mr. Frederick Edey, 
and the fine curving marble staircase is 
a delightful introduction to the French 
salon above. Carmichael, Peggy Hoyt, 
and Lucille are only a few who have fol- 
lowed this Parisian fashion 

Harting 


Street, one 
ceremony of 
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Revillon Fréres has a main entrance 
of the Chateau Pierrefont, with 
tained glass windows 

















AUTUMN CURES FOR SUMMER SUN 
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jaunty velvet absurdly rem- 


iniscent in the ming triangle 
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WHERE BEAUTY IS RESTORED 


For ust such incaut l Vacationers 
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s t ana imer 
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nscientiou tten led, e is the 
aCTl I summer 
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If one is wise, therefore, the car will 





appear at one’s door early each morning, 
and each morning there will be a visit 
ntly pink  boud 
ill side t. and each morn 
will be another pause within 
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awe aa fair, she scrutinizes her murror 
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sunburned person who despair- 
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suts beauty beyond a price. 
faintly pink boudoir, a clever and 
wise woman practices her science, for science 
it is—gleaned from old books, old courts, and Though it may look ith tr 
old beauties. For several years now, this charm- head-dress or some particularl) 
ing Frenchwoman has preserved the complexions quisitional torture, it is in reality a lad) 
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TREATMENT FOR ARMS 


other room that is blue and 

and erev al ; i. the . f 
ose and grey also guards the secret ol 
ts beauty-giving treatments. One can 


at the results that queer 


and fragrant creams can 


mplish in one brief hour It is here 
recovers the white softness of 
hand and arm that evening gx 
haded lights display to such advantage 
specialist has so recently—and 
happily—discovered a preparation at once 
i bleaching that she has not 
(Continued on page 146) 



































NEW YORK SPENDS the AUTUMN IN and OUT of TOWN 


EARLY every one will admit that South- 
N ampton has been, this summer, the gayest 

ind most attractive spot near New York 
wherein to forget the heated asphalt and gas 
ene haze of the city. Even Newport has been 
deserted for the charming old elm-shaded village 
with its hedged gardens and cottage-crowned 


june Nowhere élse could be found gathered 
together so many pretty bobbed-haired débutantes 
vith slim waists, short skirts, red lips, and flow- 


ery hats, so many young married women charm- 
ingly clad, sun-browned, confident, and con- 
tented, or so many smart distinguished older 
vomen, beautiful in their black and white 

tumes, their faultless jewels, and thei perfectly 


Ted } 


¢ 
THE SOUTHAMPTON FAIR 


\lar f the most attractive cottager as- 
embled at the fair held in the village park for 
the benefit of the Southampton Hospital. Why 
should not summer fairs more often be held un- 
der striped awnings and trees, on village greens. 
and in little parks, instead of in stuffy town 
halls or summer hotels? This particular fair 
was a model for all such occasions. There 
were oak-decorated booths edging the cement 
park walks, a dance floor laid in a tiny grove 
of willows where paper lanterns swung, bright 
awnings and tea tents, and rows of box-trees. 

Miss Millicent Rogers was one of the most 
decorative elements of the fair, faultlessly 
gowned in black charmeuse wrapped with sophis- 
ticated snugness round her slim waist, with black 
velvet sandals worn over diaphanous black 
stockings, and a constantly changing hat. which 
she sold for her booth as soon as she put it on. 

\ little fifteen-year-old girl was very demure 
and chic in her cape-frock of cobalt blue with its 
narrow band of Persian lamb and her little 
black turban, cuffed with brown, laurel leaves of 
ciré satin, pulled low over her dark curl 

(Continued on page 164) 





One of the most charming of the many charming pu- 
tures to be seen at the Southampton Fair, was Mrs. 








4 James Terry in her frock of cotton tissue banded with 
. : : ; 
4 stripes of orange tissue embroidered in little black 
4 igi de A . 

\f Greek figures and worn with a big black hat 
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A young visitor and Miss Milli (Above) Upon a warm summer day the 

cent Rogers were decorative assets to th coolness of the Plaza fountain room was 
background of green box-trees and striped most refreshing, as was also the crisp dark 
umbrellas that made a setting for th. blue dotted Swiss frock worn by Mrs. 
Southampton Fair. The younger girl wore Neilson Vanderbilt. Amusing little ruf- 
a cape-dress of cobalt blue cloth, while Miss fles of white ribbon trimmed it, and white 


was clad in black charmeuse feathers circled her wide blue hat 
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THE ALLEGED DECAY OF 


81 


MANNERS 


The Old Gallantries of Sir Walter Raleigh 


Have Disappeared, but the Truly Polite Are 


No Less Numerous Than They Used to Be 


UPERFICIALLY, of course, it is not difficult to show that 
we are fast losing our manners. The obvious procedure in 
dealing with this subject is to cast the mind back to a time 

when modish places were haunted by fine gentlemen in lace and 
velvet, whose snufi-boxes and plumed hats were designed ex- 
pressly to lend point to an epigram or grace to a bowing en- 
counter with ladies almost as fine as they. We think of Bath 
in the days of Brummel, or the elaborate etiquette of Versailles. 
We remember there was a time when Mr. Turveydrop instructed 
young ladies in deportment, and when Miss Pinkerton had also 
something to say on the subject. Comparing such times with 
our own, it is small wonder that many of us tend rather hastily 
to assume that manners are declining and that to-day we are 
merely barbarous by comparison with our forefathers. Where, 
it may be asked, are our modern Raleighs to spread a cloak 
in muddy walks for the feet of the adored? Where is the host 
who would slay his pet falcon rather than allow an unexpected 
guest to go hungry ? 


O all of which it may be briefly answered that in the good 

old days, when manners flourished so greenly to the eye, it 
was quite usual for a fine gentleman to come drunk into the 
presence of ladies; to roar with laughter if a woman happened 
to be plain, or not quite so young as she would like to be; and 
in most other ways to conduct themselves after a fashion which 
prompted George Meredith to liken the exquisite contemporaries 
of Sir George Etherege to South Sea Islanders. 


N short, manners go deeper than mere surface and ceremony, 

and a lopping away of the “limbs and outward flourishes’’ 
is not necessarily a sign that manners have declined. To argue 
that manners are deteriorating to-day because the general code 
of behaviour is less strict and elaborate than in the days of 
Lord Chesterfield would be like arguing that poetry is in a 
decline because Mr. Walter de la Mare and Mr. Masefield no 
longer write like Alexander Pope, or that music is destroying 
itself because Scriabin exceeds the bounds of musical decorum 
as defined by Stainer and Prout. It may be reasonably argued 
that a strict conventional code of manners is usually a sign of 
barbarism rather than of refinement. Such codes are necessary 
in societies where good manners do not come by nature. If 
people do not, in the simple kindness and sympathy of their 
hearts, know instinctively how to meet their fellows, it is con- 
venient to have a conventional code of behaviour to fall back 





upon. The conventional code puts every one upon a known 
footing and makes no serious call upon anybody’s personal 
tact and discretion. ‘The most rigidly conventional class in a 
civilized country is not the upper class. When the page-boy 
in a sudden burst of equality addressed the most admirable 
butler in the world as “Crichton”, he was promptly dismissed. 
Crichton knew that what was good enough for the drawing- 
room was not good enough for the servants’ hall. Formalities, 
which in a drawing-room may be omitted, are absolutely essential 


below stairs. 


HERE is, in fact, a sense in which only those people can 

claim to have good manners who have no manners at all. 
The modern practitioner in comely living, like the modern 
practitioner in vers libres, must make his own rules as he goes 
along. He has to understand people and to treat them in just 
the right way, and this is immensely more difficult than any- 
thing to be learned from Mr. Turveydrop. In all the arts, and 
not least in the art of behaving oneself, it is more difficult to 
achieve success when there are only a few rules to be observed 
than when there are many. The modern musician, who, like 
the old lady from Banbury Cross, has to make his own music 
wherever he goes, has a more difficult job than the plodding 
student who deals faultlessly with a figured bass according to 
the best authorities. The popular social figure of to-day is not 
assisted by formal attitudes and ceremonies. He must know 
more than can be derived from mere acquaintance with the 
rules of a game which any one may learn. The only school for 
modern manners is the school of life; the only way to success 
is by the instinctive exercise of civilized personal qualities. 


F all these qualities the most civilized is the quality of self- 

forgetfulness, the natural capacity of a tolerant and wise 
observer to become identified at any moment with the feeling 
of the company and person immediately in presence. For such 
a one as this no code of behaviour is necessary. Those who 
can forget themselves in sympathy with others are the only 
people whose behaviour is against the accidents of a society 
which has, to a large extent, discarded the formalities that 
once enabled almost anybody to behave (up to a point). These 
unselfish ones are the only impeccables. Unselfishness, indeed, 
is the one really civilized virtue. The foundation of good 
manners is also the foundation of good morals and of good 


sense. For none of these things is egocentric. 
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teristic of the part. In her unconquerable r I [ is an unfamiliar Paris which sends us “Th R 
Ty : c \ ry ° . 


ince, she 1s perhaps most successful; for, some- 
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mericans in France. act, it d f a 
Paris at all, but rather the France of middle- War stopped the mouth of tl playwright, 


vincial towns ar 


how, she makes one believe in all the 


> ° 17 
Iree verse fervour of the amazing cabies 
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OLD GLASS OF AMETHYST, AMBER, AND CHARTREUSE 





there is an irresistible : ich. delicat work- 
charm about the bell- ‘ anship as put 
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nd vell-bred sparkle 
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Links or Court 


Is as Essential as It 
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or Bridle-Path, Correct 
Is Well-Defined 


ears, but they still have much to learn, par- 
ticularly about riding-clothes—‘“togs,” as they 
e to call them. 
Let us begin with the top and work down 


there is a particularly vicious kind 


Hats: 


derby hat made of straw, very large and 
us; and an almost worse thing which looks 

ke a large jockey -Cap, also of straw. Then 
re is the felt derby with a grotesquely wide 























rim and flat crown. All these are bad. The 
en who wear them usually have their hair 

ry fluffy and untidy, or else hide their heads 
tirely under the hat, the brim of which rest 
the should Both styles are atrocious 
Hair should be hed perfectly flat and pinned 
tight, so that it keeps firm and no stragglin; 
cks blow about Ihe hat should resen a 
man’s as nearly as possible; a sailor or panama in 
ind in winter a derby (not of the gro 

e type ment ned al ve), or a 

7 jaa hat for I il riding | ng ish 
vomen wear Wo len veils | # hunt 
| ng, Dut other veils do not K Weil 

The rider who would, by preference, 

4 straw jockey-cap f th 
<ind who would also wear a riding 
| it belted and pl ited lik a Nor 
| lk jacket, with id] C eeches 
1 ts which are t t th 

It is hard to ge cut 

: English ta 1 nd 

3 ich better than \ 

Knglish people insist upon a 
ter cut Without a picture, it 1s 
rd to « ain | \ er id bad 
eches can ( Ir h cour 

1 ire t Iu enougn n 

I ind they t | 2 th 

the leg (instead I eing 

te ght from the knee to the 

i cn) veside which they do not fit 
ght enough round the knee Well- 
ng breeche are very tight at the 

nee and snug and ht on the 

le, with a large “leg mutton” 

ffect on the outer side. Some Amer- 

| , d tai- 
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FREEDOM OF CHOICE AMONG MANY STYLES 


IS PERMITTED IN HATS AS WELL AS GOWNS 
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An ei gaging slip-on girdle, 
which gives the uncorseted 
effect, is of pink taffeta 
with inserts of moire em- 
broidered in gold and Va 
lenciennes lace points. The 
frivolous garters are cov- 
ered witl pleated ribbon, 
and the girdle 1S but 


lightly boned 


SATIN, TAFFETA, AND ELASTIC, RATHER 
THAN MORE UNYIELDING FABRICS AND MANY 


BONES, GIVE THE UNCORSETED EFFECT 


HE chic Parisienne t incorseted or, a 
least, is s slightly corseted as to give that ff 
effect. While the uncorseted effect has been gen 
] 1 
r 


erally adopted in America, tl 






































men having lost the lithe slimnes J 

uth t achieve the desired silhouette by th | 
most careful corseting. The new corsets de / 
igned for this purpose are as soft and light a iM 
pe ssible and have discar led l j 
necessary boning. a 
the new silhouette seem t ] 
waist-line, this means litt it Tt 
defining of the figure. in contrast to the straight 


line from shoulder to hem, and not a corseted 
shaping of the figure. 

B les the absence f all except the few es- - } 
sential bones, the new corsets are remarkable for Ft 


the extreme lowness of the tops and the lightnes 














of the materials, which are. nevertheless, durable if 

and hold their shap The ft little things it 

which now pass for corsets are of lovely satin or 

taffeta, roidered and flower-decked. Al 

though they look as if they possessed little power \ 

to control an unruly curve, it is amazing what ) 
| persuasion is concealed in their few well-placed 
| bones and firm elastic. 








MODELS FROM MADAME IRENE 

7 ery next thi In the new corsets the 
rset at s this slip- fabric and trimmings are 
rdle mad ther important. A négligée gir- 
ce 1céa n th Dach lié of pink Satin has nar 
nad hidw Jew row shoulder-str ips of pink 
? itti them on ti satin ribbon, and for trim 
under sid A heading ¢ ming, a band of pink moire 
and-mad flo ver trims ribbon down the front, net 
the top, and the garter ruffles, and small hand- 

r covered made flowers 


(Left) The slip-on corset 
of white elastic has only 
y “ 
three bones, and the Sati 
de linon” brassiére is trim- 
med with embroidery and 
drawn-work 


flowers, and shoulder-stra 
of ribbon run through nar- 


w net Casi 4y 
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FRANCE MAKES A SILKEN OFFERING TO THE MODE 


influence in the pat- : One of the loveliest of the 


terns and extreme sup- 
pleness in the fabrics are the 


CC inten a_i = The New Silks of Bianchini-Férier Live Up To blue, jade, or grey ground. 

new lamés is illustrated at 
the top of the tree sketched 
characteristics of the new silk rf . . - . on at the lower middle on this 
of Deathiaibie te the Their Reputation of Rare Design and Quality page. This extremely supple 
coming winter season. The fabric is composed of a mass 
collection is a very large one, of large and small flowers in 
and the novelties are available soft bright colours mingled 





in a wide range of combinations. No particu- the bottom of this page. has a black satin ground th gold. The effect is like gold mosaic, or 
lar colour seems to predominate, as did reds with a pattern of exotic flowers in bright gold like looking across a flowery meadow in the 
and rusts last season. ‘This year one finds reds and that orange red which is called “coq de Alps. The outlines of the flowers are somewhat 
in burgundy shades, in scarlets, corals. and the roche.” This also is made in black and gold, in blurred, and the colour is put on in square 
nasturtium lours; greens in jades and deep jade, silver, and bright blue. Among the bro- brush-strokes which give it the mosaic look. It 
hades, as well as in olives; clear yellows. bright cades we also find a heavy silk broché with a would be wonderfully effective used as the girdle 
bias. and navy blues, and many black and — small bright metal flower scattered at interval f an evening gown. 
white combinations. surface. Another brocade of Japanese _ Ne xt to the lamés in interest are, perhaps. 
In fabrics. one finds first the brocades, both shows chrysanthemums of gold on a red, t répe materials, some of which have the 
ilk and metal, for which the house is famou iancy of tropic landscapes. Some of the 


id which this year are more wonderful than best known artists of Paris have cooperated 
ever: heavy solid “latté” silks for. bags and 5 ith Bianchini to produce these designs. The 
purses; crépes of various weights, called “créps valance across the window at the top of the page 

composed of a crépe antique, as this weight 
of crépe is called, which is from the brush of 
Raoul Dufy. The background is dark blue or 





antique,” or “crépe granité.” according to the 
weight; print ed chiffons and voiles. silk jerseys, 





tin f different weight and taffetas. In each 
of these there are ing novelties, many of black, and on it is a bewildering array of par- 





rots, birds in cages, and strange butterflies in 
the most brilliant shades. Poiret is said to take 
a great interest in this fabric. The —— at 
e right is composed of another crépe of a little 
different weight and er Ts called crépe te 
which is printed with patterns which recall ban- 


hich are illustrated on this page 
THE BRILLIANCE OF NEW BROCADES 


Among the brocades ne notices first their 
ill 


bri ey, and then their extreme suppleness 


One might imagine that the mode was tired danna handkerchiefs. This may be had in com- 
" = - a 

bright effects; but not at all, for many of the binations of red, yellow, and black, yellow, black 

newest weaves of the season show a bright silver and cream, blue, black, and white, and green. 


black, and white. It suggests itself for tunic 
blouses and simple frocks. Crépe de Chine this 
year is striped with a rather widely spaced 


pattern on a dull silver surface. or vice versa 
The extensive use of dull and shiny gold, silver, 
or copper, in the same fabric is a feature of the 





new season. In some of the silver and gold gold or silver stripe, on a ground of burgundy. 
lamés, one finds an intermingling of faint colour black, jade. white, navy blue, royal blue, dark 
hich is very attractive. For example, in a green, or olive 


silver lamé with a dull background and a bril- 
liant pattern of rose bushes with large conven- 
tional “cabbage” roses, the petals are touched 
with pink. 7 li 

| 


OTHER SILKS 





A very striking design is the one that grows 


his attractive material is unbeliev- 


ably crushable. ; at the extreme left in the sketch heading this 
There are geometrical designs for the older Vy page. It has a heavy white silk jersey ground 
woman, and there is another variety of brocade printed with a bold design of black flowers 
which uses mingled silk and metal threads and — - - widely spaced across its surface. = pattern 
then embroiders a separate flower in very bril- This picturesque little tr blooms with bri ht is printed by hand on the tightly stretched jer- 
liant silver or gold. This flower is scattered samples of 7 vialy sey. and the effect is dazzling 
wide intervals over the other pattern. An ex- oured like a Among the heavy latté silks, which are used 
tremely striking brocade, which is shown as vivid as ah t rimmings, for cigar cases, vanity cases, 
the bloom at the right on the plant sketched at as an arti (Contin 7 126) 














WHETHER THESE FROCKS FROM MRS. RALSTON 


FAVOUR SIMPLICITY OR COMPLICATION OF 


PLOT, THE STORY TOUCHES ON FUR OR FAB- 


RICS AND REPEATS THE THEME OF FLARES 
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ti finest tucks which achieve for and owin g ws decorative value 


ntirely to beauty of material and 


cut; Bergdorf Goodmai 
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BLOUSES ARE FASHIONED OF BEAUTY OF MATERIAL MAKES 


DYED LACE AND EMBROIDERY TRIMMING UNNECESSARY 
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THE PARISIENNE DRESSES FOR CHATEAU LIFE 


a Florentine red, the dahlia 
shades, and a blue and khaki 
stripe in which the stripes are 
about a centimetre and a half 
wide, and the material is 
pleated so that the blue strip 
is on the outside. giving the 
effect of a dark skirt 


IN PLACE OF THE SWEATEI 


On the other hand. the 
blouse which is to replace the 
sweater will be of light colour, 
preferably white Bs 1 
white, matching the lighter 
colour of a striped skirt. This 
blouse will be cut like a 
sweater, straight down to a 
line just below the hips, and 
it will open slightly at the 
neck with a straight collar ex- 
tending along the shoulders. 
The sleeve will be short. and 
the waist will be © slightly 
marked by a belt of buck- 
skin of dull finish and match- 
ing the dark colour of the 
skirt. The Parisienne has 
grown tired of the belts of 
patent leather, jewelled orna- 
ment, or painted decoratior 
all of which have becom 


f Ot 
lI not 


somewhat commonplace 


The shoes which accompany 


(Left) T he slimness of the 

Dui hess Sforza 1S en ph 1- 

sized by the straight she 

a er er ae 

panel which hangs fr 

the shoulders of th 
Callot gow 
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is this little coat 
velours embroidered with 
which Madame Godebska- 
with many different 
Chéruit made it 


A very chic affair 
of black 

white silk, 
Edwards 


skirts 


wears 


these costumes will be — substantial 
affairs of heavy yellow leather, reaching 
half-way to the knee and equipped with 
heavy soles. With them will be worn 
matching or, at least, plain colour stock- 
ings of novelty weave, which also come 
from England. ‘The hat which com- 
pletes this costume will be a small shape 
f felt, panama, or stitched grosgrain 
strikingly like the little hat worn by 
small boys of seven or eight. It will be 
turned up slightly at one side and trim- 
med with grosgrain ribbon with the knot 
n the side opposite that which is turned 
up. and in colour it will either match the 
kirt or be white with a black ril 








GLOVES AND BOOTS 


Gloves are very much disregarded ex- 

cept in the hunting costume. This costume is 
f heavy English fabric, either Scotch or plain 
colour, with a belt of tan leather. An essential 
part of the costume is gaiters of linen or of tar 
leather, which come all the way to the knee and 
are strapped beneath the tan leather shoes and 
fastened on the outer side of the leg with ste 
buckles. This mode of the gaiters buckled in- 
stead of buttoned is a revival from the military 
elegance of the eighteenth century 

For hunting, of course, the shoe is doubly 
thick and heavy and may even be spiked for 
those undaunted sportswomen who have no fear 

f long walks through the brush. With thes 
costumes, gloves are worn, heavy gloves of rein 
deer skin exactly like the gauntlets which men 
wear for the same purpose. The hat is of felt 
wr of stitched tweed trimmed smartly with a 
pheasant’s wing. 

The cape of heavy English fabric is also in- 
dispensable in this wardrobe for the autumn 
season, not only for hunting, but for the daily 
walk It also accompanies the costume of blouse 
nd skirt described above, and in this case, the 
matches one of the stripes of the skirt, 
the belt, and the hat. 

The same thing which is true of costumes of 
ther types is, of course, true of this one. There 
is the formal mode, the mode which all the 
world wears and which consists of certain defi- 
nite models launched with more or less success 
at the beginning of each season. These models 
are worn by women of distinction and by women 


cape 


To combat the chill which lingers 
in the great rooms of the chateaux 
in autumn, despite the open fires, 





the Parisienne adopts a quaint coat 
from the modes of 1860. It ts here 
LrTey win, sul ,. a 1 10le 
f no distinction at all, alike. Very few remain 


the exclusive property of the women of distinc- 
tion. We see them in the social world, in the 
street, 


everywhere, and the shops are full of 
them. Developed in different fabrics, they may 
cven be found two or three seasons after their 


riginal appearance. The woman of fashion, wh 

is in a position to obtain the models before they 
lly worn, is able to reserve the smart- 
est models for herself. 


ire gener: 


On the other hand, there is the individual 
mode, the mode which a woman (and of such 
women there are at most three or four in a 


country) creates for herself, with or without the 
aid of a couturier. The costumes of such 

woman are the creations of her own brain an 
are interpreted and executed by the couturier. 


This is exactly the opposite of the usual pro- 
cedure, when the couturier originates the idea 
and executes it, leaving it to the woman who 


wears the costume to interpret it as she likes 


Since few women have a_ personality — sufh- 
ciently strong to dominate the mode. however. 
the usual result is that it becomes merely a 















One of the little old-fashioned jacket 
so much in favour at the moment, 1s 


»f white satin and grey velours rib- 
bon, with narrow quillings of darker 
re lk ribbor 


juestion of becoming line and silhouette. 

The woman who seeks true indivi- 
duality of costume must follow the 
example of Madame Addison, who, from 
the moment when she sees one of her 
costumes repeated, puts it aside in fa- 
vour of some creation certain not to be 
seen on some other woman at the same 


time that she is wearing it herself. 
Madame Addison originates so many 
lovely costumes that they are often 
copied, yet she never fails to create 


something else equally original and love- 
ly, and that, after all, is the best of 
ways of being well groomed. 

At the theatre recently, Madame Ad- 
dison was gowned in a straight costume 
made of a tricot of mingled threads of 
night blue silk and silver, giving the ef- 
fect of fish scales, very light and deli- 
It was a sort of siren gown ac- 
1 with embroidery in jewels on a line just 
the arms. Five or six strands of the same 
jewels crossed the shoulders to support the gown, 
and at the waist was a girdle formed by a string 
of pearls knotted low in the front. As a wrap 





cate scales. 





Madame Addison wore a sort of very large 
shawl of black satin, rounded instead of pointed 

edged with a double fringe of black and 
white silk. This shawl was folded back at the 
top to the line of the shoulders and edged with 
the same black and white fringe. <A lining of 


grey crépe de Chine lightened the effect of this 
vrap, which had no fur and no ornament other 
jeweled motif under which it gracefully 





THE NEED FOR LIGHT WRAPS 
Not only during the months of summer, but 
even through the autumn as long as she lingers 
in the country. prolonging the chateau life, th« 
Parisienne continues to wear light frocks, putting 
ff the time when she must don the heavy fabrics 
of winter. Over these light frocks, when the 
weather demands it, she wears for walking or 
driving heavy wraps of fur or soft, warm, ve- 
lours de laine. 

Even in the house, however, the great wood 
fires. which are characteristic of chateau life it 
the autumn, are not always sufficient to warm 
the huge rooms of the chateaux. Thus the 

(Continued on page 156) 
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maid who at- 

Vorgan—her 

and Gloria, 
Margaret Powers, and 
O'Connor—jade 
satin and chiffon were 

Z into lovely frocks, 
/ and trimmed 
ise beads. Their 
hats of chiffon 


garlanded with fowers 
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GOWNS OF GREAT BEAUTY MADE THEIR 


DEBUT AT THE WEDDING OF MISS CON- 


SUELO MORGAN AND COUNT DE MAUPAS 





Mrs. Harry H. Morgan, 


mother ¢ t/ r Wr 
listineu / hottl 

green taffeta at her dau hter’s 
weddin It wa made after 


the Directoire mode with a 
standing collar of skunk and 


jabot of cream lace. Lace 
and fur finished the sleeves, 
ind her Lucile hat was of 

tauf full with paradi 
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HISTORY PRESENTS TO THE SEASON’S MODE THE SLENDER 






OF 





GRACE 





DIRECTOIRE FASHIONS AND THE GALLANTRY 








OF THE LOUIS XIIL PERIODS; BEADS ARE HIGH IN 






FAVOUR, AND THE JAUNTY APRON IS STILL IN EVIDENCE 











MADELEINE ET 
MADELEINE 






































The reign of Louis XIII 
1s a period prophesied for 
winter fashions, and thi 
suit of tobacco brown cloth, 
recently seen in the Bots 
at the Chateau de Madrid, 


Vademoiselle Li negle n, ten- 
nis champion of the world, 
is as distinguished in Parts 
by her smart frocks as in 
Wimbledon by her bril- 
liant playing. This frock 


confirms the rumour. Its of periwinkle crépe de 
full skirt and bravely Chine 1s buttoned down 
tiered collar and cuffs un- 


——— the back as far as the 
, girdle, and the back of the 
skirt is intricately beaded 


mistakably recall the stir- 
ring times of Richelieu 
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an} sa 
| | Jenny continu 4 u her nign- Followin th Dir fou } 1 il 
| ly successful apron front, and is the suit of bottle green clotl 
| | } it appears upon this afternoon seen at Deauville. Conforming 
} 














frock of brown taffeta in an ab- to that picturesque period, thi 
breviated and highl stiffened coat turns down tts gh collar, 
manner, topped by a rose lined separated to show the black 
| bow. Brown beads are used for satin choker tie, and parts tt 
| rea the flowery design upon the elaborat fold to r il the 
| a hodi ina Ri hraid d h 
| 
——— . 
} (Left) Warm with autumn coil- Sh could ft d d comrade t 
: ia, | ouring is this coat of burnt the immortal da’ Artagnan in this 
orange velours de laine. It fol- infinitely buttoned costume of 
= lows a modified Directoire tra- grey lveteen with cloce-fttins 
os \ \ dition by opening its high collar hodice amply col uf- 
= iA) ‘A * I 
= P< >» and joining its full skirts to the fed in white. hat 
=a)! f long-waisted, deeply pointed of grey beat er i er A i lll 
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= { 7 bodice by small cartridge pleats the revgs 
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NOTICE TO PURCHASERS 

















































Owing to diftculties m production, it is imp f lve 
surai that all sizes wul be in Stock WI raer re- 
d: but in case the desired size 1s out of stock, not mor 
than two weeks will be required to make it up, or tf author- 
ed, Vogue will choose a substitute. Addresses of the shops 
cell be furnished on request, or the Vogue Shopp Service 
vill buy for you upon pt 
‘ lark brow roid 
sque colour, in all white. or in flesl 
our It is a very smart mod 
Another attractive blouse appears 
on the )pposite side f the page I} 
may be had in either navy blue or dark 
brown Ge répe with ng 
\ dots very Ir 
nes of br itching This blou 
¢ ips over id 1 hangs ( 
1e shoulders t 
be | 1 n 
i I - ] 
‘ 
t] 
is dr 1 
{ ( 
kles 
\ r ] 1 Dar vi Geor tt crep 
/ Cl ne sed for r n ket 1 ha 1 bright arra rai 
1 oe ? f ? it € ipper r gl I ime paxe ts betu ) rows O 
} be |} d } { titchi } is/ d 
/ know Itun t Dp on conveniently er th 
u 4 / and it yfend 7 point 
just wv th vaist-line 1 
( ur; ~12.75 } ] ri $12.75 aw 
= 
in bisque, French blue, navy blue, or 
1e 1S black Ihe gilet, cuffs, and collar ar 
dk of écru Valenciennes lace and écru 
ips, sl Georgette crépe. Still another becom- 
wit ing model appears at the bottom of 
1. and I 116 Accordion pleated ruffle 
l trim this flesh coloured or white crép¢ 
j ‘ , le Chine blouse 
= t nd 
t { f tailleurs FOR EVENING WEAR 
S n find a é 
te the average 11 Most charming for evening wear 
r youses I t 1 the short taffeta dance frock. which | 
ellent models from wt shows the touch of Paris in its low t 
ke a selection. for they t waist-line banded with flat velvet ‘ 
t designs j ter flowers and which is sketched in the 
re well made. lower middle on this page. One may 
have it in pink, rose, turquoise blue, 
A DISTINCTIVE BLOUSE wr Nile green with flowers of the sam« 
hue. or, if one wishes to be very strik 
Sketched at the ing, it may be had in black with a ( 
io i 2 vy blouse na wreath of red flowers. ' 
Georgette cré N : Evening slippers, in unusual designs, I 
ns Kintast P f gold or silver, or made to order t u 
an Id painting which 1 match ne’s gown, have been selected a 
f the cl en ¢ to complete the formal costume. The 
erv. to decorate tl ! slippers sketched at the extreme left 
k ry have straps which wind about the ankle i 
t 
a 
t 
( Riel Rhinest (Lett) These char 
utt ; r) ti wg slip pers may / ( 
aane slip- had in gold or silve h 
aoe tp ) = metal cloth, or ma ( 
r met ( otl be ordered to mat } 
> including a $2 one’s gown. Those p 
x ) atin, $26.50 An ¢ ing gor j } the left may have sf 
1 iding a $1.50 tafeta adopts the long supple waist-line beaded strap; $3 1 
tax, The others o of the season, half garlanded with flat plus a $2.50 ta \ 
the same fabric ma pink velvet flowers; also in rose, tur- without beads, $3 v 
t embroidered: quoise blue, or Nile green, or in a strik- plus a $2 tax: tl | 


ing combination of black with a wreath other pair, $35, pli t 


3 
ot red flowers: $790 50 1 $2.50 tax a 
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7) princes: tii wmfitences a grey- 
mbroidered blue tricotine frock with 

1 rolling collar and with becoming 
princess lines; it also comes in tan 
f Drown ¢ mbrot ery; pru é $60.50 


and fasten with rhinestones; while the 
pair at the right in the same sketch 
have a pattern of jet beads for decora- 
tion, although they can also be pur 
chased in plain gold and silver cloth 


SLIPPERS AND DAYTIME \PPAREI 


Another pair of evening © slippers 


1 
] 


vhich may be had in g 
: : 
cloth, or made to order to match one’s 





vown, are illustrated at the extreme 


right on page 100. ‘These are o 
unusually lovely design The pai 
at the left in this sketch have a soft 
band of satin which matches the gown 
and is embroidered in jet across the 
instep. The other pair fastens with 
tiny rhinestone buttons 


In choosing daytime apparel for 


autumn, one also finds much of in- 
terest. One of the predominating in- 


(Right) These shoes have 
heen adapted to the needs 
of the small foot. The low- 
heeled patent le at h er 
pumps have hand -turned 
soles, and the stockings are 
ilk ribbed. The sturdy 
Vorwegian tan calf boots 
ire waterproof, and wit h 
them are worn heavy wool 
stockings. The prices vary 
according to size and ar 
given in detail in the text 


embroidery outlining the flare of the 
inishing the cuffs. 
d or silver 
effectively faced in : 
This frock may also be had 
in tan with brown embroidery. 


aid that they are less expensive than 
season, but they 
creased in interest, f 
ire being made with the soft becom- 
ing lines of the cape and yet with the 
practicability of the straight top-coat 
The one illustrated at the upper right 


this three-tiered cape 
6.5 ° - 
which is really dyed coney, is cut oi 


ind could be worn over almo 


' / 


t a ir. $305 


qualivic Dol I ttract Cc 
. cashmere ve ( ul ; very suppie, 
ky fabric, with a heavy crépe dk 


Chine lining, or in plain wool v« 
ours, lined with pussy-willow, at a cost 
of f rt\ dollars less thar 

del. A wide range of colours is 
also offered—blue with tan, grey, o 
henna bands on the collar, brown with 
tan or henna, and taupe with grey 


The coat is a straight two-piece affair 
in the front, over which the cape 1s 
hung to form sleeves. but at the back 
the cape is bloused in at the waist-line 


\ CAPI AND FOOTWEAR 


Ihe three-tiered cape of bay seal 
(dyed coney), which appears beside it. 
s a most remarkable value. It is lined 
with pussy-willow In ordering this 


wrap, it is wise to mention one’s pret 







































This loose cape-like wrap may be had 


two different fabrics and in many 


olours. In cashmere velours, lined 

vith crépe de Chine, $165; in plaw 
lours with a puss villoze lining. &1 
erence m colour! the lining may 


had in several shades. 


le a wide vari 





There 1S also ava 


ety of excellent footwear, from tl 
high tan walking shoe for grown-ups 


the tiniest patent leather pump 


Starting the little feet. not only in th 
ight path, but in the right shoes, i 
the bounden duty of every parent; with 
this in view one of our smaller shox 
shops has opened a new department 
where small feet can be correctly fitted 
The shoes have narrow heels and a 

designed to “corset” the ankle. Four 
examples of these shoes are shown at 
the bottom of this page. The patent 
leather pumps at the left in the sketch 
have a hand-turned sole and a very flat 
heel. In children’s sizes from 8 to 11! 


they may be had for $5.75, and in 
unior misses’, they come in_ sizes 


11% to 2, (Continued on page 114) 


(Left) In black or tan calf- 
skin, or white buckski 
the Oxfor P 


fortable. 
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SOCRS aré 





white or black, and of lis! 
or silk, lisle cuffed, 
of stk. The buttonec 
ire. of the Same m¢ } 
ind colours as the sme 
Oxford, 





? 
ith buttons or 
The ribbed cotton 


c A 2 
- } } 
chines m 1y be obtaine 7 
“ ee 


l 
I 





at 
she 
1} / 








VOGUE 
SSING ON A LIMITED INCOME 


(Three Suits of Original French Design Combine brown with tan straps ar 
P , chic combinations; also navy 

blue with grey, or grey with 

- A ve . ¥ : navy blue, black with grey, 

A Rare Practicability with Smartness; While the r taupe with grey. One 
suit seen in the early collec- 

tions was of navy blue che 

. = : an he . iot serge, soft and a trifle 
One-Piece Frock Shows Itself Equally Desirable ieee ‘ar Ghheind ‘moweke 
fter all the smooth finished 
materials that have been 
used during the past few 














This serge would also be an exception 
tine g medium for the suit. 

y women Ihe beret or tam-o’shanter bids fair to riva 
the t types f hats this season and comes in 
me! ery conceivable variety of material—velvet, 

guishe i elours. felt. n antique, taffeta, duvetine, and 
vith le ven in kid. ‘These hats are embroidered, em- 
not alw ssed, or treated in appliqués of floss, wool 
practica etal, tinsels, cut-work, or beads and are really 
tion is m irprisingly adaptable to any age and type. For 
ration are he matron they may be pinched in, draped, or 
I ffed to resemble the closely-fitting turban and 
able in pr rn with a becoming veil. In this guise they 
present an appearance both dignified and smart 
n the extreme Such a hat is shown with th 
mK lit ist. described 
ree 


FUR FOR TRIMMING 


\ ne of the new winter woollen fabrics 

1 be suitable for the suit sketched at th 

wer left on this page, and the restrained use of 
fur would not make it prohibitive in price. Fox, 





i instance, in any of the dyed varieties, but 
r twill sug- harmonizing with or matching the colour scheme 
I the upper } } 


would not be an exorbitant adjunct. Or if one 
Continued on pa 118) 











“a 
ee y. 
4 4 
\ 
* 
‘ ¢ 
‘ >» 
SS 
- 
A osu f j / 
of an original French design and a 
great deal of practicability, as %& ul, 
4 , 
is suggested in tan elour eth 
strappings of darker brow? With ; 
Pi je F 
it ‘ worn a Version j / erét 
. : \ j 
which appears thi nina ereat 





} 
(Lejt) A street suit much (Right) 1 spor uit that | 
chic is yet so simple im line has the distinction of being 
is to be easily carried out 


really different and _ reaily 

a tailor who is skilful in 
cutting and fitting. Dyed 
fox or natural squirrel may which makes it extremely 
used, without extrava- ser 


ance, tor trimmin 


} 
French, has 7 unique arrange- (\ | 
‘ 


ment of collar and_ scar} 


iccable or autumn r 


crmrer hort 


oS ae 
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VOGUE DESIGNS 
FOR THE SEAMSTRESS 


Waist N 5329. Skirt ) Froc/ 


(Lejt) dinner frock embre The features / 
lered in eta thread dis frock of satin or 
covers urplice may ge ire a tunic ruffed at 
from back to front. The looped f the waist-line and 
bow which / in attrac panel to emph ISI LE 
tive detail. T j nO sleeves The sash, hidden in 
ire almost negligible, and tl the ruffle loops gracefully in 
pointed ch-li flatterin ick. The sleeves are kimono cut 


Bl Us 


Kimono blouses increase in favour, 
Ps with a lt ish Ilha 
ind this one with a boyish collar 

“hay , , ° 
buttoned down the front in a 

. , 
e-waisted fashion, with a taper 
Dp anel exte nding over the hips 
orm a crushed girdle. The al 
Pyg oi: 

sible pockets are t 


Frocl 
(Left) The é 


with a simulated waistcoat 
Peg spy “le : 
1 1 by the dainty flaring lle 
and cuffs of Venetian point, 

) 


, “7 , 
cr 7 7SN Of ribl Nn, ind “sin ple 
] / f 


f 





B 


(Richt) Sin plicit iS fhe k vuiote 
of this sl nde r TOC k of satin. The 
unusual looping of the panels in 
back and front add to its graceful- 
ness. The wide high neck-line ts 

particularly good point. The 


has a loose incl in back 

















Le < f 1) d 
wt back and lettu 2 One 
sualiy novel buttoned 





Waist No. 5550. Skirt No. 5551 
Ab 
beer 


cur 
{ 


ish 


plics 


op sleeve and full skirt have 
J I , 
adopted Db" a {rToch itt 
] 
closu ind gay trimn 


oe et 
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CHARMING GOWNS FOR AFTERNOON AND EVENING 


FIND NEW 


WAYS 


TO 


WEAR THEIR 


TRIMMING 





VOGUE 
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Waist No. 5556. § \ 37 
Embroidered motifs and an unusu 
ten irrangement give distinct 
v8 
ft) f , 


this long-waisted 


Frock No 


Pointed motifs of embroidery mark 


side fastening 
rock ceith its 
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1 
if 
i} 


5555 


of this one-piece 


755 
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GOWNS FOR AFTERNOON AND EVENING ARE 


















SIMPLY BUT SKILFULLY FASHIONED, AND A 


GRACEFUL BLOUSE IS TRIMMED WITH FUR 


Frock No. 5546 Waist No. 5543. Skirt No. 5544 
(Lejt ) Fi r the eve r-satisfactory (Right) Satin would by a 
treet frock, this particularly happy choice for this chic im- 
smart model was designed. Potret formal dinner frock. Below the 
twill is suggested in navy blue: low close-ftting bodice spreads 
vhile black satin may be used a wide skirt, and the waist-line 
for the slim underskirt revealed 1s marked by small flowers. The 
by the slashed skirt. A narrow becoming neck is cut square in 
belt mark th low warst-line front and drops u point behind 
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Blouse No. 5538 


A delightful costume for tea 1s 
ichieved by slipping over a simple 
kirt an unusual blouse made dis- 
— tinguished by the fringe of monkey 





fur which edges it urplice closing 

Vote—Sketches showing the back 

hese models will be found on page 110 
Waist No. 5541. Skirt No. 5542 Frock No. 5547 

} . ge 

(Le it) A piquant /roc k of satin An iternooi rock ¢ crepe Ge 2 
is decorated on blouse and Chine achieves its unusual ef- 
skirt by gay motifs of embroi- fects by clever cutting. The 
dery and, around the waist, by graceful draperies of the skirt rd 
little frills. 4 tuxedo collar wre all in one piece, and the 

I, 4 = of } —— , Ls 
and a round one that matches blouse panel, beginning at the 
the brief cuffs make a doubly neck with an embroidered band, 
efective finish for the blouse is cut in one with the sash 





VOGUI 


THE INDISPENSABLE ONE-PIECE FROCK IS 


APT TO ADOPT A SLENDER SILHOUETTE 


Frock No. 5530 Frock 


(Lejt) From a shallow round- ( Right) 

ed yoke hang the many fine ion offers a 
pleats of this becoming frock means of combi 
of crépe de Chine. The waist- ing materials. Ih 
line is marked by a belt, and the novel collar is 
the sleeves may be cut any tion of the tuni 
length. Carrickmacross 1s the slender fr 
used for the cus mn 7 collar lop 5s may 


hy 


A Che MISE jrock 
Straight lines to all 
buttoned securely it: 
tunic. A row of but 
the opening on the le} 
silk braid makes 
ind unusual trimmin 
yrs 





Frock No. 5548 Frock No. 5545 


tincti model has 


(Left) The low-cut  surplice (Right) A dist 
blouse becomes a broad sash a long full tunic parted to show 
with voluminous bows in this the slim underskirt of another 


biouse has a ton 


attractive frock. The tiny waist- fabric. The 

coat may be of bright brocade, tuxedo collar, a narrow vest, and 

and a long graceful panel hangs kimono sleeves which end in a 
aver each hip bell-shape flare 
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“The reason I'm bright as a dollar 
Is ‘cause I'm a Campbell's scholar 
That soup is the stu 
Just give me enough 


And I'll beat you fe wg all holler.” 





It gives them real help 


In more ways than one, Campbell's delicious 
Tomato Soup helps your young people both in body 
and mind. 

In three minutes’ time you can give them simple 
and appetizing nourishment that is easy to digest 
and has a natural tonic and regulative value most 
important for their good condition. Give them 
Campbell’s Tomato Soup. 

We blend the pure juice of ripe, fresh tomatoes 
with choice butter, sugar and other nutritious 
ingredients, making a soup as wholesome as it is 
inviting. 

Give them all they want. Serve it as a Cream 
of Tomato for a change or with croutons or noodles. 

They may eat less of heavier food, but so much 
the better for them. What they do eat will digest 
easier and do them more good. That is the all- 
important thing. 

Give them some today. 


21 kinds 


15c a can 
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SEPH CAMPBELL GOMPANY 
CAMDEN, N.J.,U- SA. 
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Nals for shistocrats 
designed by anctdtot 











16 Caas—5 54 Street 
Mew Youk 
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Youthful Tailored 
Suits &. Dresses 
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Blouse Ne 


THE BLOUSE 


SOFTLY 


CURE 


Blouse No. 5537 


A shoulder yok 
that runs right 
down the top of 
the slee c and 
an unusual open- 
ing that suggest 
the surplice line, 
add to the erac 
and _ distinction 
of this draped 


blouse 











CONTINUES TO 














Blouse No. 5535 


overvoiouse, SlLECVE 


and draped, has a ¢ 


hutte 
§ ’ rt 
, 
ste) dr 
louse that sli 
[ over / 


WAIST AND 


A SE- 


WARDROBE 








li 
TY, } 
NeCh id 
Ver a hin no 
uS¢ 
No. 55306 





Note — Ske tone 


showing 


backs of 


models will be 


found on 
10 


th 
thes r 
page 
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How to keep 
your nails 
fashionably manicured 







EVER before have hands been so 

conspicuous. Never before have 

women given so much thought to 
their care. 


The chiet beauty of the hands is the 
nails. The cuticle must be slender, even, 
firm. It is unpardonable this year not 
to have pertectly kept nails and cuticle. 
Fortunately, it is no longer hard to keep 
the nails lovely 


A few minutes given regularly each 
week to the simple, scientific Cutex way 
of caring for your nails will keep them 
always exquisite. With a bit of cotton 
wrapped about an orange stick and 
dipped in Cutex, work gently around the 
nail base. Then wash vour hands and 
press back the cuticle 


For snowy nail tips, apply a little Cutex 
Nail White underneath the nails. To 


This season’s fashions are built to display the hands 


finish your manicure use Cutex Nail 
Polish. To keep your cuticle soft and 
pliable, so that you need not manicure as 
often, apply Cutex Cold Cream at night. 


Cutex is on sale at all drug and de- 
partment stores in the United States and 
Canada, and at all chemists’ shops in 
England. Cutex Cuticle Remover, Nail 
White, Nail Polish and Cold Cream are 
each 35 cents. The Cuticle Remover 
comes also in 65 cents sizes. 


Six manicures for 20 cents 


Mail this coupon below with 20 cents 
for a Cutex Introductory Manicure Set, 
large enough for six manicures. Send 
for it today. Address Northam Warren, 
114 West 17th Street. New York City. 

If you live in Canada, address Northam 


Warren. Dept. 310, 200 Mountain Street, 


Vontreal. 


Mail this coupon and two dimes today to Northam Warren, 
Dept. 310, 114 West 17th Street, New York City 
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SAIRTMAKERS 
AND 


RABERDASHERS 


Silk and Wool Hose 
¢ 9 


EXCEPTIONAL SELECTIONS 
Among the unusual Offerings we are constantly 
showing are beautiful French Neckwear Silks 
and distinctive Hosiery in fine French Lisle, 
Wool, and Silk and Wool with unique Clockings, 
coming direct from our Paris Shop. 





Orders by Correspondence will receive our most 
Particular Attention. State Colors Preferred. 





NEW YORK 
512 FIFTH AVENUE, AT FORTY-THIRD 


PARIS 
2 RUE DE CASTIGLIONE 

















VOGUE DESIGNS 
FOR THE SEAMSTRESS 


i frocks and blous 
ire just as apparent when 
from behind 


illustrated on 
rom the other sid 
. f th front 


100 present these real wu 
new fashion points begur 
pl its, and tu Y 


Y = 


wcorded long-waisted blouses 
their all around becomingness. 
ire pictured on page 108 
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PATTERN COMPANY 


INC, 


Patterns may be ordered by mail from New York, 
or from the pattern showroom nearest you. Or 
they may be purchased at any of the shops listed be- 
low, where books of colour sketches and lengths of 
the season’s favoured materials are also exhibited. 
Sizes: Patterns are cut in sizes 34 to 40 in. bust measure. 
24 to 30 in. waist measure, and 35 to 41 in. hip measure, 
unless otherwise specified. When ordering patterns by 
mail, please state your size. 





Prices: Patterns are priced at 65 cents for each waist, short 
coat, skirt, smock, lingerie, or child’s pattern up to and in 
cluding 12 years; $1 for one-piece dresses, long coats, and 
long négligées. 


Patterns May Be Bought At: 





























Our English sailor suits are the regulation 
every day dress for boys from 3 to g years, 
and are worn exclusively by the children of 


the best known American families. 


That our sailor suits may be true to the 
English prototype we follow closely the 
most approved English models and import 
for our productions the identical high grade 


and durable fabrics used abroad. 


De Pinna representatives every season visit the principal 
cities of the country. Send your name and address and you 
will be informed of the next visit to your city or the city 


where you do your shopping 




















AKRON, OHIO: The A. Polsky 
Co. 

ATLANTA, GA.: Vogue Pat 
tern Co., Inc., Connally Build- 
ing, Room 203 

ATLANTIC CITY, N. J.: Braun 
stein-Blatt Company 


BALTIMORE, MD.:  [lutzler 
Brothers Company 
BLOOMINGTON, ILL.: Mayer 


Livingston & ( 


BOSTON, MASS.: Vogue Pat 
tern Co., Inc., 125 Tremont 
St.. Room ¢€ 

BROOKLYN,N. Y.: Abraham & 


Straus 
BUFFALO, N. Y.: Fiint & Kent 
CHICAGO, ILL.: Vox -attern 
Co., Inc., Stevens Building, 
Room 932, 20 N. Wabash Ave- 


nue 

CINCINNATI, O.: II. & S 
Pogue Company 

CLEVELAND, O.: Halk 
ers 

COLORADO SPRINGS, COLO.: 
rhe Ann Curtis Shop, Cham 
ber of Commerce Building, 
Suite 2 

COLUMBUS, OHIO: The F. & 
R. Lazarus & Co 

DALLAS, TEXAS: Titche-Goet- 
tinger Company 

DETROIT, MICH.: The Shop of 
Black, 2nd floor, Washington 
Arcade 

FORT WAYNE, IND.: 
Dessauer 

GRAND RAPIDS, MICH.: 
lriedman-Spring Dry Goods 
Company 

HOUSTON, TEX.: Foley Broth- 
ers Dry Goods Co 

HUTCHINSON, KAN.: The 
Pegues-Wright Dry Goods 
Company 

INDIANAPOLIS, IND.: L. S. 
Ayres & Company 

KALAMAZOO, MICH.: Gilmore 
Bros. 

KANSAS CITY, MoO.: 
laylor Dry Goods Co 

KNOXVILLE, TENN.: Miller’s 

LAKE CHARLES, LA.: T lh e 
Muller Co., Ltd., 625-631 Ryan 


Sroth 


Wolf & 


John 


ot. 

LANCASTER, PA.: The Dono- 
van-Co 

LITTLE ROCK, ARK.: The Gus 


Blass Company 


LONDON, E. C., ENGLAND: 
Vogue Pattern Co., Inc., Rolls 
House, Breams Buiiding 

LOS ANGELES, CAL.: Bul 
lock’s 

MIAMI, FLA.: Burdine & Quit 
terman 

NASHVILLE, TENN.: Weinberg 
er’s, Church Street at Capitol 
Boulevard 

NEWARK, N. J.: 


& Co 
NEW ORLEANS, LA.: D. H 
Holmes Company, Ltd. 


Bamberger 


NEW YORK CITY: B. Altman 
& Co., Fiith Avenue and agth 
Street 

or 
Vogue Pattern Co., Inc., 19 
West 44th Street 
PADUCAH, KY.: The E. Guth 


rie Co, 

PHILADELPHIA, PA.: Vogux 
Pattern Co., Inc., Empire 
Building, Room 304, 13th and 
Walnut Streets 

PITTSBURGH, PA.: Joseph 
Horne Co. 

PORTLAND, ORE.: The Waist 
Shop, Lennon’s Annex, Port 
land Hotel Court 

PROVIDENCE, R. I.: Gladding 
Dry Goods Company 

RICHMOND, VA.: The Giit 
Shop, 320 Last Grace Street 

SALT LAKE CITY, UTAH: 
Keith-O’ Brien Company 

SAN ANTONIO, TEX.: Thi 
Specialty Shop, 240 College 
Avenue 

or 
Wolff & Marx Company 

SAN FRANCISCO, CALIF.: The 

White House, Raphael Weill 


& Co. 

SEATTLE, WASH.: The Mac- 
Dougall & Southwick Com- 
pany. 

SIOUX CITY, IOWA: Pelletier’s 

ST. LOUIS, MO.: Vogue Pat 
tern Co., Inc., Century Build- 
ing, Room 821, 313 North Niath 
Street 

ST. PAUL, MINN.: Mannheimer 
Brothers 

WASHINGTON, D. C.: The 
Wells Shop, 1331 G. Street, 
LW 


WORCESTER, MASS.: Slo 
cum’s Silk Store, 4:8 Main 
Street 


UTA 














Complete Selection: A complete selection of all recent 
pattern models is shown in the Vogue Pattern Quarterly. 
Published four times a year. 


Vogue Pattern Quarterly 


5th Avenue at 50th Street 
Summer Edition May 


1 z 
: Autumn Edition Sept. 1 Z 
: Winter Edition Nov. 1 5 


Spring Edition 
NEW YORK 35 Cent 
eo et , Ss 
. 40 Cents 





























At All Stores & News-stands .. 
Ordered by Mail .......... 
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He cannot tell you— 





but you have a right to know 


HIS is the feeling I am left with after 
reading the letters men have written me 


Convention has sealed his lips. If the thing 
of which you are so blissfully unconscious 
were only a streak of soot across your chin, 
an inch of petticoat showing below your skirt, 
a hairpin out of place—even an impertinent 
wee hole above the heel of your oxford—he 
might mention it 


But this is different 


It is so personal. And yet, since it is vital 
to your happiness, you have a right to know it 


That is why I have felt justified in taking 
up arms against the conspiracy of silence that 
surrounds the subject, and publishing the facts 
about perspiration. In doing so, I counted on 
criticism, and I got it. But all through it, it 
has been wonderfully gratifying to receive, as 
I have, scores of letters from both men and 
women supporting and approving these frank 
discussions 


An old fault—common 
to most of us 


It is a physiological fact that there are very 
few persons who are not subject to perspira- 
tion odor, though seldom conscious of it them- 
selves. Perspiration under the arms, though 
more active than elsewhere, does not always 
produce excessive and noticeable moisture. 
But the chemicals of the body do cause no- 
ticeable odor, more apparent under the arms 
than in any other place 


The underarms are under very sensitive 


nervous control. Sudden excitement, embar- 
rassment even, serves as a nervous stimulus 
sufficient to make perspiration there even more 
active. The curve of the arm prevents the 
rapid evaporation of odor or moisture—and 
the result is that others become aware of this 
subtle odor at times when we least suspect it. 


How well-groomed men and wo- 
men are meeting the situation 


Well-groomed men and women everywhere are 
meeting this trying situation with methods that 
are simple and direct. They have learned that 
it cannot be neglected any more than any 
other essential of personal cleanliness. They 
give it the regular attention that they give to 
their hair, teeth, or hands. They use Odorono, 
a toilet lotion specially prepared to correct 
both perspiration moisture and odor 


Odorono was formulated by a physician who 
knew that perspiration, because of its peculiar 
qualities, is beyond the reach of ordinary 
methods of cleanliness—excessive moisture of 
the armpits is due to a local weakness 


Odorono is an antiseptic, perfectly harmless 
Its regular use gives that absolute assurance of 
perfect daintiness that womei. are demanding 

that consciousness of perfect grooming so 
satisfying to men. It really corrects the cause 
of both the moisture and odor of perspiration. 


Make it a regular habit! 


Use Odorono regularly, just two or three 
times a week. At night before retiring, put it 


on the underarms. Allow it to dry, and then 


dust on a little talcum. The next morning, 
bathe the parts with clear water. The under 
arms will remain sweet and dry and odorless 
in any weather, in any circumstances! Daily 
baths do not lessen its effect. 


Women who find that their gowns are spoiled 
by perspiration stain and an odor which dry 
cleaning will not remove, will find in Odorono 
complete relief from this distressing and often 
expensive annoyance. If you are troubled in 
any unusual way, or have had any difficulty 
in finding relief, let us help you solve your 
problem. Write today for our free booklet 
You'll find some very interesting information 
in it about all perspiration troubles! 


Address Ruth Miller, The Odorono Com 
pany, 315 Blair Avenue, Cincinnati, Ohio. At 
all toilet counters in the United States and 
Canada, 35c, 60c and $1.00. By mail, postpaid 
if your dealer hasn't it. 


Men will be interested in reading our book 
let, “‘The Assurance of Perfect Grooming.” 


Address mail orders or requests as follows 
For Canada to The Arthur Sales Co., 61 Ade 
laide St., East, Toronto, Ont. For France to 
The Agencie Americaine, 38 Avenue de l‘Opera, 
Paris. For Switzerland to The Agencie Ameri 
caine, 17 Boulevard Helvetique, Geneve. For 
England to The American Drug Supply Co., 6 
Northumberland Avenue, London, W. C. 2 
For Mexico to H. E. Gerber & Cia, 2a Gante, 
19, Mexico City. For U. S. A., to 


The Odorono Company 


315 Blair Avenue, Cincinnati, Ohio 
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is broadcloth spats have 
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a leather binding at 
the top to hold them 


| in shape; $5 


McCutcheon’s 'F ' : 
E 


Dress Fabrics y 
For Fall Wear SEEN in the SHOPS 


(Continued from page 101 


OR the various demands of smart Fall for $7.5 These pumps are a smart fords. If preferred, these can be had 
: : accessory to the party frock. with lacings instead of buttons. ‘They 
Fashion, we suggest selections from the Next are a pair of tan waterproof are obtainable in a variety of sizes. 
: : : Norwegian calf boots with a rawhide Those for children, from 6 to 8, are 
fabrics listed. Included are Flannels of English slip between the leathers of the sole. $8.50; the junior misses’ sizes 8% 
. , These range from children’s sizes 8% II, are $10. Sizes 11% to 2 cost 
Importation and Colored Dress Linens of the ss 28, themes Jenior manne Geom 885% 611.86, tacladine 10-cent tax 
to 2, to misses’ sizes 2% to 8. The 
desired weights and colors. For children’s wear, children’s sizes cost $10.55, including CHILDREN’S HOSIERY 
: : : 5-cent tax; the cost of the intermediate 
Devonshire Cloth and Gingham are both practical sizes is $11.15, including a 15-cent tax; A variety of excellent socks and 
, and the larger r t $16.60, in- stockings appear in the same sketcl 
and pleasing. cluding a 60-cent tax with the shoes. The first pair of stock- 
The small and comfortable Oxford ings are silk-ribbed and are made 


next to the extreme right may be had all SIZeS for children, Irom 4 to 9” 


ENGLISH FLANNEL Of recent importation, in black or tan Ca fsku r white buc k- inclusive; the prices Vary from $1 5 


; s : ; : skin. This model ranges through a _ for the smallest size, to $3.54, includ 
this material comes in a variety of pleasing variety of prices and sizes, from 8% ing a 14-cent tax for size 9%. Th 
‘ for children up to size 8 for misses heavy socks with the calf boots are 

colors, also the various staple and fancy stripes. The children’s sizes, which vary from of wool and may be had in browr 

: ; 814 to 11, cost $9; the junior misses’ Oxford, or a heather mixture: in siz 
31 inches wide. $1.35 per yard. sizes, 1114 to 2, are $10; and the larg- 7% to 10%, they cost $3.25. 
est sizes. 24% to 8 ire obtainable at The next pair of socks have a tur! 
a price of $12.2 ling a 20-cent down cuff and are made in eith 


COLORED DRESS LINENS—The desired colors A eaee tax white or black; one may ch ose them 


f lisle, of silk with a lisle cuff toy 


and weights in widths from 36 to 45 inches at \ CHILDS HIGH SHOE or all of silk. These sock vary i 
s1zes from 4% to 9% The cost ol 
$1.95 to $2.25 per yard. Beside this pair are sketched stout — the lisle stockings is 30 cents; the silk 
ttle butt ne 1 shoe which may be ind lisle stockings ire 3&5 cent ind 
: idl = : - } ] in the same . ter ,] the ()x (Continu d ne pa 110 
GINGHAMS—Ot domestic and toreign manu- 
facture in plain colors, checks and stripes. Also 
a variety of interesting plaids. 85c¢ to $1.65 1 
per yard. 
JAPANESE CREPE—This very popular fabric 
is shown in plain shades and gingham check 
designs. A hand loom product. 30 inches 
wide. 75¢ per yard. 
DEVONSHIRE CLOTH—This sturdy fabric, 
especially practical for children’s garments may 
be found in plain shades, stripes and checks. 
32 inches wide. 75c per yard. 
Right. a 7) (Left) For street wear, 
vromen’ tock ar the women’s high 
7 silk, in black or shoes of dark brow 
Samples of any of the above white; $7.78, includ Scotch grain calf, with 
; ing a 53-cent tax a low heel, would be 
fabrics mailed on request. They may be had t very smart; $18.25, 
ler i ? lour including a_ 75-cent 
hi a { k 0) tax. The heat y tar 


Oxford below it, 

grain brogue ¢ 

would be excelle 
for the country 
$15.50, including 

5O-cent tax T/ 
lighter weight Oxford 
in either black or darl 
tan calif, 1s especiall 
good with spats 
$15.50, including a 50 
cent tax. At the bot 
tom of the sketch ar 
black or brown suéd 
slippers or black ki 
with Louis XV heel 
$17.15, including a 65 

cent tax 


f the stockw ust d 
A 
Ri. hed the stocky 
4 . - 
+ at (et i e le a la 
or white ribbed ih 
Pe “ » , 
ft By $10.25, includin i 
Aq r P 
| AY 75-cent tax The sill 
Reg. Trade Mark pair beside them come 
7 street sh ade > $4 20, 
including a 20-cent 
tax. The wool stockins 


James McCutcheon & Co. ep 5 ool 


Fifth Avenue, 34th and 33d Sts., New York ee 
is OF WC rsted in br Ww) 
or he at her mixture; 


price, $2 25 
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How to set your table 


cor? ectly- 






O vastly important those first 
formal affairs. Such a queer 
little panicky feeling to realize that 
you, a bride—the hostess—are en- 
tirely responsible for their success! 








Sut to know that the most sophis- 
ticated hostess in your circle cannot 
find the slightest flaw in your table 
setting or service—that is a triumph! 






It is just such a feeling of poise 
that The Wallace Hostess Book in- 
spires. This authoritative book tells, 

| in text and pictures, just what every 










woman needs to know to give her as- 
surance on all occasions, and to win 


admiration as a hostess. 






An Authoritative New Book on Etiquette 





OR years to come this remarkable new 
book, written by Winnifred Fales, will 
be consulted by social leaders in every a 


community as the final authority on mat- af Hudson I 


ters of table service and social etiquette. 
TRADE Ma “WALLACE MARK 











A copy of The Wallace Hostess Book, 
beautifully bound and profusely illus 
trated, will be sent, post-paid, for 50 Tees 
cents. Address: Social Etiquette Bureau. $3.25... 
Cheats 






























TALLACE & SONS MFG. CO. 
Wallingford Pee Connecticut 
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In the soft radiance glowing from the heart of a 
pearl is the glamour of strange glimmering seas. 


Coro man-made pearls possess this lustrous en- 
chantment, fused with the personality of crafts- 
men conscious of creating beauty. 

Only flawless natural gems of great price rival Coro 
loveliness; yet human artistry and applied science 


make it possible to sell Coro pearls at prices sur- 
prisingly low. 


Necklaces of Coro Pearls, $15 to $350, readily 
identified, are at jewelers’ and fine stores’ jewelry 
departments-—also great varieties of Coro jewelry 
and bead necklaces. Coro jewelry is always well 
made, always in good taste. 


Coro. Marbridge Building, New York 
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A Russian blouse TrOCR Which | RS 


like a suit has the new high collar 
‘agent 
and the latest long 





LIMITED INCOME 








Self-covered buttons finish the skirt, 
sleeves, and front of the blouse, and 
the clever tie at the neck is lined with 
the lemon yellow. 








































ad f hor rT be smart. 
heather mixtur I ; \ Russian blou 


type of frock is shown 





LU 























| 
L 











TE nally good combined \ a Navy blue velours trimmed with 
N = } : oe 
N | J moonstone toned velours. Squirr grey and black striped ribbon or com- 
N | would be effective. but quite ultra. wit bined with black and silver ribbon is 
> = A se ‘ “ae 
NS | : — ier black velours or with one T the uggested for the design sketched t 
> | | new greens or Peki ie shad r the upper left on this page. Grey duv- 
S th bl 
> © ted for the nter etine with black and 
SN ‘ VE So : : ' : 
N | we || The sketch at th white ribbon trimming 
> we } ‘ - , , 
| = lower right on pag r peacock blue duy 
| i h_blacl 
SH = | } etine with black er 
S| | I | sport rain ribbon, would also 
| \ — t i i ia } i micall WL ) ° Ai ai 
> | 
D J 

| 

°. 








4 1 on this page at the up- 

eT Ss} per right. In navy blue 

] = HHI ciever Ca charmeuse or kitten’ 
= d prove ver ic- car crépe and with a 

i [he nt ( henna colour grosgrain 

Ey it id the - ribbon sash and _ bind- 
= cut in o1 ings, it would be dis- 
= ating end tinctly chic. The long 





slec ves and hi h nec k 
are in accordance with 
the rumours from Paris 

The materials which 
seem to be in_ highest 
favour for frocks thi 


in any becon 
desired. Leather 


r seil-covered | 


The smartest and finest Furs of the Season 





As America’s foremost creators and man- 
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: . ind trimmings, season are moire, vel- 
ufacturers of furs, we offer a selection skirt cut in two piece i wilidieiin” ‘cilitos 
ii} that will meet the fancies of every woman nsures freedom, a velvet and, of course, 
I} ] s becoming li serge, twill, and crépe 
i 7: ss o The one-piece frock de Chine 
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4 D00R SEDAN 





The Sedan is so solidly en- 
trenched in the affections of 
the American people that it has 
almost attained the propor- 
tions of a national institution 


The gasoline consumption is unusually low 
The tire mileage is unusually high 


Dooce BROTHERS, DETROIT 
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OLLOWING the style is 
some satisfaction. But 
leading it is real distinction. 


GAGE HATS 


; never follow; they set the vogue. 


Why Experiment? 
Buy GAGE HATS 


Chicago New York Paris 
GAGE BROTHERS &Co 
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Poplin lends dignity 
to a stroll 


HEN she elects as sedate a pastime as 
strolling, the fashionable woman of to- 
day chooses dignified poplin for her 


frock. 


And she designs a frock so severely 


simple that only a silk of the weight and firm 
weave of Corticelli Poplin could hope to sus- 
tain its long, smooth lines. 


Corticelli Dress Silks 


ionable shades of the season. 


come in all the fash- 
For every type 


of frock you will find a perfect Corticelli Silk. 


There is luxurious, rich 


Satin Patria; lustrous 


Satin Militaire; exquisitely woven taffetas 





Posed by Irene Castle 





ORTICELLI 


Also 


Patterns for these frocks 


from a special design. Sizes 
asure. 


frock by name “L’Aprés Midi.” 





34-40 bust 
Order your pattern of this charming 
Price, 


that puff and flare 
perfection; and pop- 
lins splendid for 
Suits and street 
frocks. 


If your favorite 
store cannot show 
you the newest Cor- 
ticelli Silks, Taffetas 
and Poplins, please 
write us. Corticelli 
Silk Mills, 20 Nono- 
tuck Street, Flor- 
ence. Mass. 


One might call this a two- 
faced frock. Though the 
back is demure and dignified, 
the front with its accordian 
plaited ruffies and sheer ves- 


tee ts entirely frivolous 


© Alfred Cheney Johnston 


makers of Spool S 





L’ Apres— Midi 


Finels 


© Alfred Cheney Johnston 


plaited ruffles, with the fresh crisp- 


ness that Corticelli Taffeta always bestows, 
cascade down the front of the frock, and a 
little ecru vestee of finest lawn adds that 
indispensable note of fresh daintiness. 
sleeves wanting to show their awareness of 
the latest mode, insist on being severely plain 





(fons 


Met ¢ 


‘*The new ways of dinner gowns and day frocks” 


Booklet in 
fascinating new 
$1.00. 


mailed on 
frocks designed 
Silks Mills, 20 Nonotuck Street, Florence, 
No Canadian orders accepted 


color. 


Send today 
request, showing New 
for Corticelli 
Mass. 





For those who knit 


for Corticelli 


The 


Yarn 


models in sweaters and scarfs; 
sweater of delicate Cobweb Yarn, design for a 
knitted golf suit, other new designs. 
by mail 28c. 

























RESS SILKS 


Book, No. 15. 


a surplice 


Price 25c; 


No Canadian orders accepted 
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Smart Shops in United States and 

Canada, as are Smart Tailored 
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which “I angone is so far tamed 
2. FOR INFORMATION REGARDING 


NEAREST REPRESENTATIVE — 
WRITE MANGONE, NEW YORK 








NEW PLAYS 


and 


VOGUE 


PAGEANTRY 


Continued from page 120) 


invention, and government. The argu- 
ment, of course, came to a triumphant 
conclusion, and the search was ended. 
Both pageant and the incidental dances 
were composed especially for the occa- 
sion, and the whole affair proved most 
creditable to the local club under 
whose auspices it was given. 


THE KIP’S BAY PAGEANT 


One of the most important of his- 
toric pageants which have recently 
been enacted as an expression of com- 
munity life, was that given by the 
Kip’s Bay Neighbourhood Association, 
with the assistance of the local com- 
munity service. This was not an out- 
door spectacle, but was given at the 
Lexington ‘Theatre, and it filled that 
place completely at each of its tw 
performances. The Kip’s Bay Pageant, 
which was given on a large and very 
elaborate scale, is an excellent instance 
of the success which a larger pageant 
may achieve. Many people of social 
prominence were the patrons of the 
affair, a fact which. of course, enhanced 
its interest. Mr. William Hauston, the 
assistant conductor of the New York 
Philharmonic Society, was the musical 
lirector. The participating groups 
were drawn from a large number of 
rganizations, such as the Red Cross 
and the American Legion, and school 
ind club organization 

The réle of the guardian spirit wl 
conducts the argument and binds to 
gether the episodes of the pageant, was 
played by Mrs. Christ ypher B. Wyatt; 


i most interesting touch was her gown, 
which had been worn by her ancestor 


Mrs. Rufus King, at the Court of St 
James’s, when the well-known Ameri 
an was ambassador to Er 


) 1. 
The history of which New York 


proud offered many incidents for tl 
mposers of the pageant. After a 
mythical and legendary episode drawn 
from some of the earlier writings of 





sociated with tl : 
History and the Museum 
f American Indiar 
Kip’s Bay pr 
lively locality 
times too, and som 
proved very diverting — particularly 


dian life 


I we a 
Natural 


during Revolutionary 
f the incidents 
] 


Howe whiled away the hours whilk 
Washington’s troops were gathering at 
Harlem Heights. 
The winding leafy wavs and _ bal- 
nied old brick mansions of Washing- 


ton Square formed a gracious back- 


the famous tea-party at which General 


ground for another interesting pageant 
which recently occurred there: Joan of 
Arc was the theme of the performance 
The chief episi les of the life of this 
saintly figure were concluded by her 
canonization, and proved a_ most 
poetic and {k vely spectacle. This 
pageant was the result of community 


cooperation, as practically every or- 
ganization in t gh 


he nei 


bourhood took 








part, and it proved most entertaining 

Contrary to the usual custom, in th 
pageant which Philadelphia recentl; 
witnessed, there was no part at all fo 
deeds of the forefathers, for it wa 
“The Pageant of Womanhood” and 
was played entirely by women. Th 
pageant committee was made up fror 
the dramatic and art and music clul 
recreation and social centres contrib- 
uted various members. ‘The repr 
sentation of the homely industries, 
terests, and pursuits of women in 
ferent historic periods gave man) 
charming episodes, particularly — th 
Quaker scenes. Mrs. Harrison K 
Caner took the leading part. 

The course of the year will probably 
see many performances of pageants 
many places, for this, as far as Ameri- 
can\history is concerned, is surely t] 
vear of jubilee. It is three hundr 
years since the Virginia assembly. t 
first legislative assembly in Americ 
twice read its “great charter” and 
refer the “aforesaid” to the “peru 
f twelve committees.” 

Already a number of pageants hav 
been given to mark the recurrence 
ne of these anniversaries. Qne t 
for its theme, not the arrival of tl 
Pilgrim fathers, as one might expect 
but their departure; for this was pr 
sented at Southampton, England, ar 
set forth the beginning of that brav 
idventure. The Southampton o 
own shores gave a recent pageant w 
took up the story at a later chapt 
and depicted the landing and vari 
episodes of the Puritan cok 

“The King’s Progress”, a pageant 
great dignity and rich artistic valu 
was given during the summer sea 
at Columbia University. Its novelty 
of theme made it particularly 
ing for it dealt with an incident in t) 
early boyhood of King Edward VI 
England and the repeal of tl i 
to severe laws against strolling play 
so that they were allowed to go al 
spreading the new learning and 
new love of liberty. It concluded vw 
i prophesy regarding the mission 
the Mayflower. “that is building 
Southampton”, as the chronick 
The pageant is graphic and 
tion, and depicts with the vivic 
contemporary events those bass 
the writings of the period Col 
bits were prov ided by an old En 
folk-dance festival. a | 
the stiff brocades and wide h 
ed to that state \ lance 
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nists. 
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Norfolk is now preparing a ter¢ 


tenary celebration. It is three hundred 
years since forty-one Pilgrim fat} 
went solemnly down the compan 
way, and while the Mayflower t 

in the tides off Cape Cod. agreed 
combine ourselves together into a ci\ 
body Politick” This, by the way, w 
the eleventh of November—the d 
upon which the armistice was sign 
It is three hundred years since 
Mayflower cast anchor at that 
friendly coast on the sixtv-seventh d 
of their vovage from England. §S 


there is much to be remembered. 
a wealth of material is at hand 
much pageantry. Mary Tucker 
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st NOX Silk Sailors for Women are presented for 

rot selection in a series of Autumn models at the 
Knox New York retail shops, 452 Fifth Avenue and 
161 Broadway, and by Knox agents in the leading cities. 


KNOX HAT COMPANY 
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our styles embody 
the smartest conception 
of the foremost European 
and American designers 
at relatively low prices. 


~A.JAECKEL & CO. 


Furriers 


Fifth Avenue - Between 35" & 36" Streets, New York 
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it silenced practically all the creative 


writers of Europe. The last year of 
conflict, however, must have amply 
repaid the author of “The Americans 
in France” by bringing to his study 
doors precisely the sort of dramatic 
contrast he needed to point his criti- 
cisms of French life. Against the back- 
ground of France as it is popularly 
conceived, Brieux has always seemed 
much more an American than a 
Frenchman. His moral enthusiasm, 
his ethics, and his panaceas suggest 
that Brieux would have been happiest 
by the side of Ben Lindsey and Jane 
Addams among the Progressives of 
1912. 

By the’ grace of the A. E. F., Brieux 
is enabled to confront the French 
traditions of inheritance, dot, and fem- 
inine abnegation with the healthy crit- 
icism of human beings who live— 
in these particulars, at least—as he 
would have all France live. Through 
a Red Cross nurse, once a settlement 
worker in Chicago and now engaged 
to the son of a well-placed Burgundy 
family, Brieux is able to reduce to 
human terms, for once, many of his 
favourite arguments which have hith 
erto demanded the constant atten- 
tion of a raisuneur, and many long 
speeches. ‘Through an American cap- 
tain, who ultimately comes to love th 
self-sacrificing daughter of the house, 
Brieux points sundry general reflec- 
tions on the tradition-bound life and 
industry of France. With his usual 
farsighted and honest thinking, he 
does not leave the victory wholly with 
the Americans. In the end, the nurs 
accommodates herself a little to the 
grim we | of French family affec- 
tion, and the French workingmen givc 
the American captain and his de- 
humanized “efficiency systems” a very 
thorough trouncing. 

The minor faults of “The Amer- 
icans in France” lie in Brieux’s accept- 
ance of two legends of American life 
quite as false in their way as our 
traditional notion that Paris begins 
with the Rue de la Paix and ends with 
the Follies Bergére. The first of these 
is that every American man is a 
mechanical genius who can always pro- 
duce a pane of glass from his hip 
pocket and putty up a broken window 
in a little less than half a minute; 
Brieux may have gained this idea 
from seeing half a hundred busy men 
of affairs watch six or seven “hun- 
kies” blasting the rock foundations 
of lower Broadway. His second mis- 
conception leads him to set his Amer- 
ican captain disdainfully pulling down 
ancient Roman columns aia Renais- 
sance arbours in order to make way for 
irrigation ditches and factory sheds: 
this, in the face of the average Amer- 
ican’s frantic reverence for anything 
older than the twentieth century, so 
long as its habitat is Europe. 

The major fault is a very simple 
one. It is inherent in all such polemic 
work as Brieux’s. Unless, by a rar 
and lucky chance, the theme deals 


with some aspect of the more vane 


passions, or the playwright transfix 

with the pin of his theory, some “spec- 
imen” from the news columns, the 
result is apt t ck the true human- 
ity, the full sense of life, the rich 
vitality of the theatre, which draw 


} 


out emotion, beauty, or joy. In the 
case of “The Americans in France” 
we have merely a_ well-thought-out, 
sound, and healthy set of reflections 
on a matter which must leave most 
Americans cold. The play has skill 
and truth. We must not judge the 
theatre too harshly because it de- 
mands more and is often content with 
considerably less 
Just how much “The Americat 


the 


from page 85) 
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France” would benefit from better 
acting and a better production, it 
would be very hard to say. As Messrs, 
Ditrichstein and Shubert present the 
play, it suffers from old-fashioned and 
un-illusive scenery and from acting 
which often runs in the same cut-and- 
dried channels of theatrical make-be- 
lieve. Only Jeffrys Lewis, William 
Bain, and Madeleine Durand handle 
their small parts freshly and effective- 
ly. The bulk of the cast are either 
stagey or a little inexpert. Blanche 
Yurka, as the French daughter threat- 
ened with spinsterhood, plays as she 
has always played, with intelligence 
and skill; yet somehow she leaves one 
cold. Perhaps this is because of some 
curious quality in her personality, per- 
haps because of the material with 
which she has to work. And perhaps 
this material, as it runs in one shape 
or another through the whole play, 
would prevent even the most sensitive 
and genuine acting from making over 
“The Americans in France’ into 
thing truly of the theatre. 


“SCRAMBLED WIVES” 


IKE “Nightie Night,” the maiden 

effort of Adelaide Matthews and 
Martha M._ Stanley, “Scrambled 
Wives” has superficial suggestion of 
the naughty; but, just as with “Nightie 
Night”, the naughtiness runs no 
deeper than the title. It is a play 
which tries to make comedy out of 
the stock material of farce—a husband 
engaged in keeping his new wife from 
finding out something about his old 
In this case, it is the presence of th 
divorced spouse at the house-party 
where wife number two is_ staying 
Since the present Mrs. So-and-So ha 
never seen the past Mrs. So-and-S 
and one of the other guests knows her 
and hates her, the possibilities for con- 
fusion are considerable. ‘The effort 
of the authors to keep the affair clo 
to comedy prevents them from mak- 
ing the most of the farcical situation 
Their inability to achieve the slight 
reality required of comedy leave 
“Scrambled Wives” an amusing, but 
not wholly satisfying hybrid. 

The general quality of the acting 
supplied by Adolph Klauber’s com- 
pany does a good deal toward aiding 
the authors’ intention. Almost all of 
the players are skilful and plausible. 
Juliette Day is a bit more than this; 
her method is by no means subtle, but 
it has sufficient reality, and it is amus- 
ing and effective. Roland Young, of 
course, as the much-troubled husband, 
gives as fine a piece of comedy play- 
ing as ever farce was blessed with. 
His technical dexterity alone ought 
to convince that it is art and not per- 
sonality which one enjoys in Mr. 
Young. If the fine abilities of this 
player require any further testimonial, 
the New York playgoer need only re- 
collect that it was Mr. Young who 
played so truthfully the part of Alan 
Jeffcote, the young scapegrace of 


“Hindle Wakes.” 
THE HIPPODROME’S NEW SHOW 


KAR in and year out, the produc- 

tions of the Hippodrome have a cer- 
tain family resemblance. The hue 
chorus negotiates huge and ungainly 
dances. Mr. Burnside marshals then 
in some gigantic and striking evolu 
tion up, down, or across great flight 
of steps and sets them scaling a hun- 
dred rope ladders. Mr. Powers’ ele 
phants endear their intelligent and 
beautiful species once more to the 
hearts of young and old. “Poodles” 
Hanneford adds the comedy of a first- 

(Continued on page 126) 
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lL endiene Continental masters of fur design and 


the best American talent create the models that 
have established the leadership of Gordon furs 

the product of the famous Saint Paul factories 
of Gordon & Ferguson, makers of fine furs 


since 1871. 
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rate clown to remarkable eques- 
trianism. A goodly portion of the 





chorus marches down into the great 
tank and stays ther And there is 
always the commonplace music of 


Raymond Hubbell. 
Among the new features of this 








year s show are the title “(Good 
limes” J Ja Kson the Dest 
mic cyclist Ferry Corwey, a 
CLOWI i mal vel tie a 1 in ex 
ce lormer ! the Swiss bells 
musical fence; and, as the 
pening scene. the most beautiful 
piece of shadowgraph work America 
has ever seen Max Teuber has 
stained the usu white curtain in 
many hues and cast the shadows of 
his performers in st ther 


across it, a very charming effect. 


THE SEASON BEFORE US 





> il the nev n ! I 
rt! ae < med ] lect 1al p! 
tensions, “Enter Madame”, one piece 
.d humour and prettiness, “The 


harm School”, and one workmanlike, 
ut not very moving drama, “The 
mericans in France.” Whether the 
eight months to come can equal the 
unusually high standard of last year is 


a matter for hope rather than certain- 


( 
b 


ty; tor the theatre is ever capricious 
35 the standards of IQI9-20, New 
York should continue to see the de 

velopment of native plays with the i 

telligence and bservation f “Clar- 
ence.” “Beyond the Horizon,” and 
“Déclassée.” the importation I for 


eign work such as “Abraham Lincoln.” 
“Tane Clegg.” “Letter of the Law, 
The Power of Darkness.” “The Fait] 
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(Continu r 
axS, and purses, appeal i design Dy} 
Georges Barbier worked out in greens 


and reds and which is very amusing. 
Two rows of hexagons are placed one 
above the other, and in the one is a 
lim youth with a greyhound, while 
in the other is an equally slender 
maiden with a fawn, both drawn with 
Barbier’s liquid line which loses little 
r nothing in this translation into 
fabric. This silk is sketched as the 
lower left flower of the tree at the 
bottom of page 93. Other latté silks 
show Chinese butterflies taken from 
leeve embroidery, Persian figures, and 
inese mandarins and ladies like old 
porcelain Another interesting latté, 
shown at the lower right in the sketch 
heading page 93. has the appearance 
f a precious old volume bound in mo- 
rocco leather, darkened by time. On 
a faille-like background of taupe are 

ll designs in dull gold, giving the 
t 


f tooling. A new design for 








etrec 
purses, cigarette cases, and so forth 
shows horses and their jocke jump 
ing a barrier: the whole design is very 
iall and beautifully drawn in white 
oO! a hea\ J black 
Printed chiffon form a large part 
of the collectior nd in these the 


Japanese influence is strong. One of 


them is illustrated as the second plant 
from the left in the sketch the toy 
of page 93. It has a pattern which 
looks like the waving shadows of pop- 


Py heads in grey al 1 black and white. 
Some of the most popular of the sum- 
mer’s foulard designs are repeated for 
the winter season in these printed chif- 
fons, notably the very large square 
with rounded corners, in white on 
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fui.” “loo Many Husbands.” “Th 
Passion Flower,” “Night Lodging,” and 
“The Lost Leader,” and the extensi 

to still other classics of the beauty 
imagination, and power that went int 
revivals of “Richard III” and “Mi 
dea.” 

As for the new season on the road 
frankly, the lesser cities must mak« 
their minds that not a tithe of the 
good things of Broadway can or w 
survive to reach them. “Abraham Li 
coln,” “Clarence,” and “Déclassée” wi 
penetrate sooner or later to most 
the larger cities. But can “Beyond tl 
Horizon” or “The Letter of the Law 
brave the increasingly costly and ut 
certain conditions of touring? Thougl 
Nance O'Neil brings “The Passi 
Flower” to her larger provincial clie1 
tele, will. John Barrymore show ever I 
so populous a city as St. Louis all that 
he has shown New York in “Redemy | 
tion,” “The Jest.” and “Richard IIT’ 
After its experience with “John Fer H 
guson,” the Theatre Guild will hard 
risk money on a tour for “Jane Cleg 
or “The Power of Darkness.” As for II 
the “failures” which we in New York I} 
have been fortunate enough to see— 
“Medea,” “Night Lodging.” “The I 
Leader,” and “The Faithful’ — onl 
local activity, labour, and devotion 
the theatre-lovers that are gradually } 
gathering together producing group 
outside New York can ever bring thes: 
within arm’s reach. And local activi 
ty, of one sort or another, one is mor 
und more inclined to think, is th 
only thing that can insure sound a1 
healthy dramatic entertainment to th 


scores of goodly American cities that 
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navy blue or black, of which one saw I 
many frocks at the races and elsewhere 
The taffetas are very supple, ric! 
in colouring, and the new plaid one 
suggest the fashions of 1840-1860. Th 
curtain at the left in the sketch head | 
ing page 93, is made of one of ther 
with a soft beige ground, plaided wit! | 
black and coral red. ‘This has ar 
old-fashioned air and may be had al iH] 
in a combination of red, green, at 
black, and in a bright flag blue, scarlet 
and black. Other taffetas have tw 
colours of red lines close together and 
placed at intervals on a black or navy 
ground. Others again are checked | 
with a raised silken line. 
novel material like coarse | 
voile with a linen weave is called “‘t 
angora” and has an unbleached « 
oured background printed all 01 
with squares in red, blue, green 
black, or yellow, which just touch at 
their corners. As the printing is don 
by hand, there is an effect of slig 
inequality, which is very attractive 
This material is shown as the bud 
upon the tree sketched at the bottom 
of page 93. 

Heavier satins strike a note in tl 
season’s c llections. The Se are apt 
to have round Oriental motifs crowd | 
with small figures in many colour \ 

| 
| : 
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on a plain dark ground. The heaviest 

of these are for lining furs, especially 

furs without much body like erm _— 
and chinchilla and which require ad 
ditional solidity in their linings. A 
beautiful example of such a silk is in 
rich peach blow satin with a sma 
round motif of roses in coral and silver 
scattered over the surface 
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In Pe your phshagep: make your own comparisons. The tithing six 
tests will clearly show which instrument is best. 





¢ Advertisement No, 1 
of a Series 


UALITY of reproduction or TONE counts most in 
your selection of a phonograph. 
Ask your dealer to play a CRESCENT Phonograph side by side 


with any other instrument you have in mind. Play the same record 


on each and let your own ear judge which tone sounds best to you. 
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You will learn first hand why people who 
make comparisons choose the CRESCENT 
for superiority of tone alone. Any 
CRESCENT dealer will be glad to have 
you make this fair comparison with other 


phonographs. 








; an \ just how to choose. Our booklet explains t 
Ph on opray N\ 





Inc., 7 White Street, New York City. 





~ — PHONOGRAPH 


a People make mistakes in choosing Smeal because they do not know 


e only fair and scientific way. 
Write for a complimentary copy. Address: Crescent Talking Machine Co., 








v achine ¢ Co. Inc. New York. 














HE Kissel designing and 

construction policy inter- 
prets “custom-built” as a Fact 
—not a theory; a Practice— 
not a phrase. 
In every detail of equipment 
—under-the-surface as well as 
on-the-surface—the most 
painstaking care is taken, not 
only to make each car complete, 
but of the custom-built quality 
and exclusiveness demanded 
by, and expected of, Kissel 
Tradition. 

Three open and three closed 

custom-built models. 
Kissel Motor Car Co. 


Hartford, Wis., U.S. A. 
Originators of the ALL-YEAR Car. 


KISSEL 0 il 


Geto ‘Six 
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N added charm of Florient Tale is the color of the powder. 
This is most unusual and distinctive— just off the white. The 
rare Oriental fragrance and delicate fineness of the powder itself also 
explain the popularity of Colgate’s Florient—the new superfine Talc. 


Florient, you will remember, gained first place in an International 
Perfume Contest. As the pure delight of its fragrance won favor 

so will the grace and beauty of the new box in which Florient 
Tale comes to you. 


An attractive miniature hox of Florient Talc 
will be sent upon request if you mention Vogue. 


COLGATE & CO. _ Est. 1806 New York 


T he exquictte Sr-grance of F nt ts now embodted 
alsoin Toulet Water, in Fa wader, and in Soap. 
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ORE commodious living quarters may be secured by remodeling the 
basement. Conversion of the usual damp and dirty cellar into Ke 
warm and recreational rooms is now the vogue, through use of the new 


se 
“IDEAL TYPE ‘A’ HEAT MACHINE.” Y 


Its construction embodies the most practical and scientific features of 
automatic control and economical heat development. Its trim insulated 
jacket makes the Type “A” Boiler dust-free and gas-tight. The owner 
is assured of de luxe heating service. 

Records of installations through severe winter use show savings of 30% 
in fuel, with decided relief in caretaking. 


Dept. 16, Send for Catalog 
ges South ~~ AMERIGAN RADIATOR(OMPANY ving teu ts 
\ ichigan Avenue (One Se SEROMA eee RE charts anc 


thicage . . ae construction details 

cmeonge Branches and Showrooms in all large Cities 

SA 
SS 


Copyright 1920 by Americar Radiator Company 
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N the motor-car field, the ideal of the master-craftsman is to make 
I a car that meets adequately the varied needs of routine service and 
of recreation. A successful approach to this ideal necessitates the build- 
ing of a car that is at once durable, economical in operation, and beautiful 
in appearance. 

The PREMIER realizes this ideal. The sturdy, quiet power of its 
light-hearted aluminumized motor; the magnetic gearshift, which insures 
safety and ease in congested traffic; and on the hills; the niceness of its 
structural balance, which gives rhythmic smoothness of movement; the 
delicacy and refinement of its lines; the exquisite good taste and the 
detailed completeness of its appointments—these are some of the 
elements that go to make the PREMIER a car that is sound mechanically, 
economical in all respects, and—for a wide diversity of uses—eminently 
convenient and comfortable. 

The PREMIER is a successful fusion of utility and beauty. Whether 


in town or upon the open road, the owner of a PREMIER has a 
delightful sense of its general fitness, and an abiding pride in ownership. 
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THE ALUMINUM So 8 WITH MAGNETIC GEAR SHtr T 





MOTOR nr OR A TON 








The large lever, shown above, 
is all there is to the magnetic 
gear shift—so far as the 
driver is concerned. Merely 
push this lever into the speed 
desired—throw out the clutch 
and the gears are shifted by 
electricity — instantly. 

A demonstration will prove 
the absolute positiveness of this 
convenience and safety factor. 














Single Stick 


ways acceptable, particu- 
larly so now as they are 


Cawston new one sstick, 


3 plume fan illustrated 


any color, price, 


ing war tax—$21.90. tax— $9.25. 


We Prepay Delivery Charges 


Zhe World Yamed 


CAWSTON 
Ostrich Feathers 


Tvecer SK ‘shest /Iwe ara 


Packed in iia Souvenir Boxes 





This Stylish Plume 


Fashion’s Latest Decree 


Single ply with heavy head in the 
19 inches long. Black, 





Write for Catalogue 


prices on Fans, 
Boas, Stoles, Plumes, Hat Bands and 
Fancies—sent free. 


Cawston OstricuH Farm 


Established 34 Years 
P. O. Box 15, South Pasadena, California 
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The Cawston ‘‘Vogue’’ Fan 


A very popular fan and a great 


leader, 7 stick, either curled or 
é long, uncurled, dyed to match any 
includ- costume, price, including war 


Lex POSITIONS. 


New Ostrich Feather 
Hat Bands 


All the Vogue this Season 
The style shown here is 
curled to center of quill 
with 7-inch tip at end. 
Black, white or any solid 
color—$7.50. 


Money returned if 
not pleased 


color—$7.50. 
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THE ADAM BROTHERS 
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decorators, and craitsme 
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followed cl 
predece s 
peri rd Ing n i 
in early Rena 
udor days to the round 
pelese and 
the classic Greek 
aA f cla 
Upon this foun 
the definite comfort 
S which ch iT 
or houses and 


1 
> seventeenth cent ury 


from tl I 


the indi 
lor a i its cl C 
half of the eighteentl 





John Wallace Gillies 


The furnitur 
signed yt 

it was left t 
This table 

cada nar l 


marked penchant for oval or circular 





Adc um room was, as a rule, de- 


nen as He ppelwhite and Sheraton. 
painted medallion set in the ar- 





hes. It was perfected to the last 
the basis of its cold perfection wa 
und at ‘Powis peu and Herculaneum 
colour to the pale toned walls and 

is Of approximately classic desig 


tury, however, saw the trend turned 
igain to the classic by the dis scovery 
of the buried cities of a and 
Herculaneum, which exercised a domi 
nating influence over those econ ar 
chitects, the brothers Adam, and their 
collaborators in the building an@ fur 
nishing of English homes. Again the 
simple lines of the classic style with it 
flutings and its acanthus leaf and 
honeysuckle—introduced from Roman 
designs and often executed by Italian 
urtists thoroughly imbued with the 
classic spirit—held popular favour. 
Many decorators and craftsmen of 
note worked in England in the eight- 
eenth century, and while the work of 
each has certain characteristics which 
differentiate it from that of the others, 
not even a trained eye can always 
determine infallibly which one of them 
executed a certain piece. It would 
eem at first glance that the nearer 
one approaches the present time in dec- 
orative furniture, the easier and more 
certain should be the definite attribu- 
tion of design and furniture to indi- 
idual designers and makers. This, 
however, is not the case. for many of 
these men worked in collaboration from 
(Continued on page 132) 














hers, but the execution of 
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“Ohe CHENE 


ALL MUSIC FINDS FULL AND TRUE EXPRESSION ITS MELLOW TONES 





















































\,  °©he HUMAN VOICE and he Cheney 


THE BEAUTY of the human voice as bestowed by nature, can 
il hardly be surpassed. And its principles, adapted to THE 
| | CHENEY, give rare beauty to the playing of this instrument. 


Just as sounds are gathered and controlled in the living 


Wa human throat, so are sound vibrations gathered and con- 





is tiniee danad Chan trolled in the acoustic throat of THE CHENEY. 
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Never Sleep 


With a film-coat on your teeth 


All statements approved 

Millions of people on retiring 
now combat the film on teeth. 
They fight it day by day. And 
those glistening teeth seen every- 
where now form one of the re- 
sults. 


You owe yourself a trial of this 
new teeth-cleaning method. Den- 
tists everywhere advise it. The 
results it brings are all-impor- 
tant, and they do not come with- 
out it. 


What film does 


Your teeth are coated with a 
viscous film. Feel it with your 
tongue. It clings to teeth, enters 
crevices and stays. And dentists 
now trace most tooth troubles 
to it. 


The ordinary tooth paste does 
not end film. So, despite all 
brushing, much film remains, to 
cause stain, tartar, germ troubles 


and decay. 
Watch the 


You will see and feel results 
from Pepsodent which brushing 
never brought you heretofore. A 
week’s use, we think, will amaze 
you. 

One ingredient is pepsin. One 
multiplies the starch digestant in 
the saliva, to digest all starch de- 
posits that cling. One multiplies 
the alkalinity of the saliva to 
neutralize mouth acids. 

Two factors directly attack the 
film. One of them keeps the teeth 


h 


high dental authorities 

It is the film-coat that discol- 
ors, not the teeth. Film is the 
basis of tartar. It holds food 
substance which ferments and 
forms acid. It holds the acid in 
contact with the teeth to cause 
decay. 

Millions of germs breed in it. 
They, with tartar, are the chief 
cause of pyorrhea. 


Ways to combat it 


Dental science, after years of 
research, has found effective 
ways to fight film. Able authori- 
ties have proved their efficiency. 
Together they bring, in modern 
opinion, a new era in teeth 
cleaning. 

These five methods are com- 
bined in a dentifrice called Pep- 
sodent—a tooth paste which com- 
plies with all the new require- 
ments. And a ten-day tube is 
now sent free to everyone who 
asks. 


teeth whiten 


so highly polished that film can- 
not easily cling. 

Watch these effects. Send the 
coupon for a Ten-Day Tube. 
Note how clean the teeth feel 
after using. Mark the absence of 
the viscous film. Note how teeth 
whiten as the film-coat disap- 
pears. 

The book we send explains all 
these results. Judge what they 
mean to you and yours. Cut out 
the coupon so you won’t forget. 





PAT.OFF, 


10-Day Tube Free | Pepsaodent 





THE PEPSODENT COMPANY. 


: Dept. 833, 1104 S. Wabash Ave., 
‘ Chicago, II 


: Mail 10-Day Tube of Pepsodent 


' to 


A ss scientific 
combined with two other modern 
requisites. 

nsvessesssesssccees tye dentists everywhere and sup- 





The New-Day Dentifrice 
film combatant 


Now advised by lead- 


: | plied by all druggists in large 


Only one tube to a family , 


tubes. 
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The sidel 
cupboard at ther e) 


hot or cold water. Under it 


THE ADAM 


t 
t ¢ 


all them if 
ne anothers’ designs, as Heppelwhit 


pied those of Adam and Sherat 


c } 4 i 
¢ pied those Heppelwhit« Yet, 

r general purposes, the definite and 
characteristic st f each man stand 

with sufficient individuality. 
ROBERT ADAM 

Notable among the designers wl 
exercised strong cla influence at 
this period, the men who changed the 
style of English decoration from the 
rococo and the Chinese of the Chip- 
pendale period to the refinement of the 


Pompeian classic, were the four broth- 
ers Adam, of whom the second, Robert 
Adam, was the leading figure. Unlike 
his contemporaries, Chippendale, Hep- 
pelwhite, and Sheraton, Robert Adam 
was a man of university training be- 

re he entered upon his architectural 
studies. Belonging to a of ar- 
chitects, he was already familiar with 
his subject before he began his travels 
and _ studies It w 
study, made during 
the palace of Diocletian 
Dalmatia and his plans 


} 
family 


probably the 
these travels, of 
at Spalato in 
for the recon- 


struction of it that had the greatest 
effect upon his work and brought int 
his ceiling and wall designs that adap- 
tation of the classic which has made 
ame and style famous for over a 
nturyv. That he was even in his 
wn day acc rded high place in ar- 
chitecture is attested by the fact that 
before he I } had been aj 
pointed architect to the King of Eng- 
land and that at | leath he was 
buried with high honours in Westmin- 
ter Abbey 
Upon his return to England from 


Italy. Robert Adam settled in Lé 
and joined in partnership with his 
brother James, already an architect of 
note, and the two became known a 
the Adelphi Br were first 
f all architects. and they combined 
with that the work of decorators and 





designers, but never that of cabinet- 
makers. The customary proceeding 


was for the br Adam to design 
the house, its decoration, and its fur- 


nishing; they then sent their sketches 








for the furniture t ich skilled cab- 
inetmakers a Seddor Heppelwhite. 
r Sheraton to | executed, and the \ 


employed skilled painters and deco- 


rators to carry out the painted detail 
to the perfecting touche 
They built palaces for the nobilit 





ard of Adam design consisted of a long table top with 
e 1 surmounted by an urn 


stood a 7% 


designed to hold 


BROTHERS 


rom page 130) 


houses for the wealthy; they design 
terraces and bridges and 

squares on lines that were, with a fe 
Chinese exceptions, classic, though 1 
f the heavy Palladian style, but of 


even cit 


lighter and more delicate Pompeia: 
interpretation of the classic style. It 
was a period of extensive building 


London, and there the Adam brother 
designed whole blocks of quasi-clas 
They also planned and 
signed the extended building of that 
section of the north bank of the 
Thames not far from Charing Cr 
which is known in their honour 
Adelphi Terrace. Other things besides 
glory greeted this work, for the streets 
built out from the bank of the river 
and supported on arches roused the in- 
dignation of an unappreciative public 
which reproached them in a quatrair 
still remembered: 


houses. 


“<T wo brothers of the name of Adar r 

Who keep their coaches and their n 
dames, 

—Quoth John, in surly mood, t 
Thomas— 

‘Have stol’n the very river from u 


The Adam brothers became, in fact, 
the fashionable architects of the day 
and they published books of their de- 
signs which did much to encouras 
restraint and refinement in Englis! 
furniture and to counteract the elal 
rate and rococo elements in the Cl 
pendale style. It is somewhat a1 
ing to note in the light of a later 


the introduction in one of their b 
which condemns Michelangelo. R 
phael, Palladio, and Inigo Jones f 


lack of originality, when they ther 
f much of their inspit 
tion and brought so many of their 
tails direct models. One 
is justified in reading with a skeptic 
eye when they assert. “We have 
trod in the paths of others, nor 
rived aid from their labours”, for wit! 


selves found so 


from classic 


ill their undoubted ability the Ada: 
brothers were as much collectors 
adapters of the work of others a 


Chippendale, who combined by 1 
fusing power of his own individualit 
elements of French and of Chines« 

sign. There is justice, 
their claim to approval on the grout 


however, 


that “we have been able to seize wit 
some degree of success the beautif 
spirit of antiquity and to infuse 


with novelty and variety.” 
Although the Adam brothers did 
(Continued on page 134) 
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Tne woman intent on CORRECT SER- Chhe Opoon But finding a very real delight in the 
vicE becomes doubly critical of silver- ae O . beautiful (omMMuNITY Orange Spoon, 
, : 5 or Cervin ranges 
ware—n¢ tt only to have the right pieces, 
aie 


but to have each piece right in itself. 

+ £6233 : ae 

So she rather deprecates the average Vet o 1x 7. An illustration of that nice sense of de- 

orange spoon—hardly more than an or- oO 60) [ [ O sign which makes (OMMUNITY PLATE 
atte In Velvet-linec - C 


so satisfying to one’s feeling for dainty 


dinary teaspoon—with its bow] pointed : 2 
Gift ast perfection in table service. 


instead of blunt. 


‘ with its exquisitely suave line from tip 
rutt,etc. wt 
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Mattie Edwards Hewitt 


With the Adam brothers there came back to England again 
t nf lines of ti classic Style with its fiutings and its 


pacme 





eysuckle introduced from Roman designs 


( Wwinoka THE ADAM BROTHERS 
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> memes 
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|| GUARANTEED SUNFAST 
‘ : : J ¥ q ittle in the designing of furniture, they these assistants were Italian artists and 
‘ DRAPERIES GO U/PHOLSTERIES Ny left no great impression on it, but de- even Italian workmen imported into 
Ny voted their efforts chiefly to the ceil Kngland to carry out their designs. 
walls, and chimney-pieces. Of Piranesi, the architect and engraver, 
J these they designed a great number in — produced some two thousand etching 
¢€ & 1 style which was purely and daintily and sketches in which he treated th 
4 bf N classic, with fluted or inlaid columns architecture of Roman buildings in a 
OUR sunny windows are and egg-and-dart mouldings or Greek manner more imaginative than strictly 
Y no longer a problem—with key and honeysuckle patterns. Fa- architectural, and with so fine an art 
H A N urite details were, as with Heppel- that they have long been prized by 
4 Orinoka Guaranteed Sunfast N white and Sheraton, the vase and urn collectors and at times have been even 
° ‘ motifs, the festoons of drapery, the in fashion as wall decorations. An 
Draperies. With them you can husk design (in Adam work this is interesting instance of the value of 
+4 °° ften joined into ng festoons of these works is the note in the diary 
e Carry out the most exquisite H jrapery), and the fan design set in of Sir Walter Scott during the time of 
° MN the oval or in corner space lo these his financial difficulties, “Promised 
i color schemes without the they added other Roman details, treat- Sharpe the set of Piranesi’s views in 
: . oe ing them more d t than in true the dining parlour. ‘They belonged to 
N slightest misgiving as to the ‘ Roman w rk.—the ee my uncle, “ I do not like to sell 
i permanency of the colors. (GB ee edie niece ne Beh «ys Sora ge gocher ot po 
the griffin, together with the circular the wealth of designs published by 
' Orinoka Guaranteed Sunfast ' I _patera. the painted or carved Pergolesi, all of them delicate, if at 
e ° vt etric de gynou ] Iter n cor- times ver-intricate, rnament 
: Draperies 1n every color and ; ners and having its origin in the ov c o the actual painting of furniture 
lis] used in the Romar crificial and room panels, it was most frequent 
weave, from sheerest casement fferings. ly—and_ preferably—Angelica Kauff 
y ri \ rchitec 1 designer the mann who was the artist chosen by the 
N cloths to heavy hangings, are | ‘eles beotha > Ai Seles to MA the eval. ae 
‘ n tist irvers, inet KCT t hexago a] space left ITe¢ lor decora 
guaranteed absolutely sunfast i ¢ rpet : nd damasks. makers of r mn. B i Switzerland of German 
: and tubfast. Hé ottery, and workers in met \mong (Continued on page 136) 
‘la 
N ik 
“ | 
It is not enough to merely | 
: ask for Sunfast Draperies, be ‘ 
N ~ . a 
| sure you specify Orinoka Guar- 
H anteed Sunfast Draperies, and } 
. . . . | . ki e 
. insist upon seeing the Orinoka : 
tag, attached to every bolt, | 
H 5 : MN 
; with this guarantee: , 
H “These goods are guaranteed abso- M4 
° lutely fadeless If color changes : 
q from exposure to the sunlight or from 
washing, the merchant is hereby 
authorized to replace them with new M4 
goods or refund the purchase price.” : 
| : 
THE ORINOKA MILLS Hy 
New York j John Wallace Gillies 
Ny The mantel of the Adam room was specially designed for 
DY the roon nd was of rare marble carved in the classu 
designs cl teristic of the work of its makers. Even 
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! t ‘HE aim of Berkey & Gay _ the grace of its lines, the soft, | 
| . . : . 
I designers is to create fur- deep glow of its finish, a breath i 
I niture one delights to live of home. , 
7 with. How satisfying the purchase 
Wrought in this spirit, the of such pieces—at so slight a 
| simplest piece becomes with _ difference in price—in prefer- | 
the passing years a more and _ ence to furniture of no partic- 
more cherished possession— ular distinction. 
H 
An illustrated brochure concerning Berkey & Gay furniture, I 
together with name of nearest dealer, sent upon request i 
} H 
THIS SHOP ¢ 15 inlaid in ever i 
| &c9 sponian Ditty poocncon ) 
O- & It is the customer's protection when i 
| ANTS buying and his pride thereafter. : 
# H 
| | 
i BERKEY € GAY FURNITURE COMPANY 
|! 450 MONROE AVENUE - GRAND RAPIDS, MICHIGAN 
| 
| | 
Hl 
I | 
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POCK 


Exquisite Silky Draperies 


There's a shimmering radiance about 
the silky texture and rich colorings 


permits of splitting and when carefully handled 
Only genuine KAPOCK has the basting 
Ask to see it. 


Send us your drapery dealer's name and you wil 
recewe our ““KAPOCK SKETCH BOOK” instructing 


colors, the newest ideas in home furnishings. 
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parents, she studied with her father 
in Italy and aided him in his decora- 
tion. Later she went to England, where 
she was received with enthusiasm and 
became the first woman member of 
the Royal Academy and, so far as is 
known, the first of “professional lady 
decorators.” Among her admirer’s 
were Oliver Goldsmith, Garrick, and 
Sir Joshua Reynolds. Her studies of 
ancient art under the direction of 


Winckelmann had particularly fitted 
revival of its 
England 
vell quali- 
designs. 


her to appreciate the 
spirit in eighteenth 
and made her exceptionall; 
fied to carry out the Adam 
It was a great | to those 
when her marriage 
painter, Zucchi, took her pern 


century 





to Rome, where her house becan 
center of a coterie I artist nd sc - 
ars, am nyg wl 1 Vv (, ct 


THE POTTERY OF THIS PERIOD 
The late eighteenth century was a 

period of invention and development 

in porcelain and pottery in England. 


The Wedgwood ware, a pottery long 
made in cream and in black, was taken 
ver by i d was 





in the 





so imbuec 


it became a 


designs of 

popular forr n as small in- 
erts for fur wall panels or 
ceiling plaq ground of deer 
r pale blue or of other col- 





ur were a ite, soft, white, 


] a ¢ 
meo-like reliefs wv 


were fired into 








the background. popular did this 
pottery become that it was copied even 
by the French porcelain makers at 
Sevres, though French figures wer 
substituted for the classic designs of 
Flaxmz J the work of W edg- 


f Potters,” but 
Chelsea ware, Spode, Worcester, the 
illow ware adapted from the Chinese, 
silver lustre, and Bow china all reached 
their height at this time and added 














a 

their beauty and colour notes to the 
lings. 

typical Adam room was often 

ror lM ] r h Ir Fr ] ] ves 

ing and vw ve decorated 

5 oe ; rect 


plaster descendant of the old Italian 
gzesso, and this rep! ced the more c 
ly wood carving of earlier days. In 

i decoration 


} i 
ral, circular, or 








uch a room, the 
radiated from an o\ 
hexagonal centre, painted or moulded 
in relief, while an interline of de- 
carried the design in 

If the room were a drawing- 
might be hung with 

igned to harmo- 


detail. 


corative cameos 


a border. 


room, the walls 





nask especially de 
nize with the architectural 
Hangings and carpet were likewise 
specially woven to complete the per- 
fect unity of the room, for a rich Per- 
an hunting rug, or even a delicately 
flowered Polish rug, w jarring note 
in the pale green beauty of a classic 
\dam room. These Adam rugs were, 
woven counterparts of the 
its Roman vault- 
ing designs, its urns and patera 
When it was a qu 1 of a dining- 
room, the Adan law w inflexible. 
No tapestry or damask hanging was 
their opinion appropriate for such 
a room. The walls must be painted 
in low tones of their favourite green 
(the famous “Adam green” of to-day), 


stucco ceiling with 
; 






in grey, or in some other soft greyed 
Jour. Into thi thetic background 


painted 


were set door and n 

I Angelica Kauffmann on mahogany 
r satinwood or or lark painted 

background 
The mantel of a Adam ro 

statuary marble, ca 

tists who had been i 


England, or inl 








aid 


colours. So popular, indeed, had the 
mantel grown at this time that it was 
fast losing the distinction of special 
design by the architect and becoming 
a commercial object to be purchased 
at the shop of the seller of fireplace 
fittings. ‘lhe overmantel mirror had 
also become an essential of every well- 
ordered home and had already caused 
the destruction of many a fine old 
chimney-piece. For smaller fireplaces, 
the mantels were often of wood, and 
toward the close of the eighteenth 
century they were frequently painted; 
sometimes even the marble mantels 
were painted. 

The fireplace of the Adam room, 
however, was specially designed down 
to its least detail. Small grates were 
designed to fit the smaller fireplaces 
f the day, and in these may be found 
most of the motifs 
the period. Neither wall-papers, tex- 
tiles, needlework, nor metal work was 
too insignificant to receive the atten- 
tion of these architects. Even the brass 
knobs, locks, and escutcheons for the 
doors of their important rooms were 
specially d I 
and silver plate and 
made to harmonize. 

It was the heyday of the sedan chair 
in England, though somewhat later 
than the period of its popularity in 
France, and the Adam brothers de- 
signed for Queen Charlotte her sedan 
chair as well as her carriages and her 
plate. Very elaborate affair 
these sedan chairs, designed to stan 
in the hall when not in use, and richly 
painted, gilded, or lacquered, and sumy 
tuously upholstered. Pedestals, mir- 
rors, bracke ble 
and furniture panels received like care 
and elaboration. Often the panel had 
a centre to be filled in with marquetry, 
and in this case the piece was usually 
given to the Heppelwhite firm to be 
executed. In other cases, the panel 
would be filled with a painting by An- 
gelica Kauffmann or Pergolesi. In 
cheaper pieces of the period, coloured 
prints were glued on to take the place 
of the paintings and then var- 
nished over and polished. Lacquer, of 
a more lasting quality than that in use 
in France, was used principally for 
small pieces, such as jewel caskets and 


f 


characteristic of! 


: spe ois: 
designed, while tablecloths 


snuff-boxes were 


il 


t a ft 


« 
le S wer 





T 
? ~] ~L : 
ts, clock cases, ta 


were 






tea-caddies, which were done in gilt 
lacquer in floral or checkered pattern 
on a background of black or brown 


THE USE OF CARTON-PIERRE 

Carton-pierre and papier-maché, as 
well as wood, served as foundation for 
this lacquer or were painted, gilded, 
and polished. So largely did the Adam 
brothers use carton-pierre and so strict- 
ly did they strive to retain the secret 
of it that it came to be associated with 
the name Adelphi. The plaster orna- 
ment was so skilfully cast in a mold 
and then painted that it readily took 
the place of the more expensive carved 
wood, and it is often difficult to detect 
it with certainty, for both examina- 
tion and sounding will sometimes fail 
to reveal its substance. A method of 
last resort to determine whether the 
piece is plaster cast or carved wood 
is tc remove a tiny bit of paint in 
some inconspicuous spot and pierce 
the surface with a needle. If it re- 
mains fixed. the material is wood, if 


not. it is merely plaster 
Pp 1 


For the first ten or twelve years, 
the work of the brothers 
simple and unornamented. Like 
pendale. they preferred the rich k 
toned Spanish or Cuban mahogany, 
while Heppelwhite. possibly because 
he could not afford the more expensive 

(Continued on page 138) 
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THE MOST “BEAUTIFUL CAR IN AMERICA 





EN who have driven the most ex- 

pensive motor cars find that our 
five-passenger “Glenbrook” satisfies 
every demand of luxurious motoring. In 
this model they have found all the 
power, speed and comfort of much 
larger vehicles—and a very gratifying 
relief from excessive upkeep. 


For this reason the “Glenbrook” is re- 
garded as an altogether distinctive 
product with a following peculiarly its 
own. It makes an immediate appeal 
to the experienced motorist—the man 
who realizes that investment value is 
the only true basis of economy and 
ultimate satisfaction. 


PAIGE-DETROIT MOTOR CAR COMPANY, DETROIT, Michigan 


Manufacturers of Motor Cars and Motor Trucks 


















































Spaghetti 


Ready cooked ready to serve 


ITS RICHNESS and fine flavor appeal to every one 
who appreciates good cooking. 

The recipe, of Italian origin, includes a 
delicious tomato sauce and a special cheese. 

Welcomed by all the family, Heinz Spaghetti 
makes a strong appeal to every mother who 
seeks a wholesome, nutritious food for the 
children. 

Not only is this spaghetti cooked in the 
Heinz spotlessly clean kitchens, but the dry 
spaghetti itself is made by Heinz, a complete 
guarantee of quality. 

Ready to serve after heating. 


Some of the 
Vinegars 


Baked Beans 
Apple Butter 
Tomato Ketchup 


All Hein: ‘old in Canada are packed in Canada 
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THE 


Cuban mahogany, used that of lighter 


Combined with mahogany in 


colour. 

the last quarter of the century, they 
used the satinwood of the East and 
West Indies Sometimes this satin- 
wood formed a veneer for the entire 


enriched with 


piece; sometimes it was 
inlays of tulipwood, of ebony, of holly 
stained green, of stained sycamore 


known as hairwood, of rosewood, pear, 


or imboyna. 
THE INTRODUCTION OF COLOUR 
Not until this last the 

century was colour, either in inlay or 

in painting, introduced into the fur- 


quarter ol 


niture, and the chief colours of the 
room, other than the grevs and soft 
greens, were low-toned pinks, grey 
blues. and cream Satinwood at the 


end of the century was painted with 
borders medallions of Pergolesi- 
Adam adapted from the 
classic or Angelica 
Kauffmann, greater 


and 
ornament 
with designs by 
which were 


“1 
1] 


in still 


favour. So great and so extensive was 
the favour accorded t the work of 
the Adam brothers that their books 
were written with corresponding Eng- 
lish and French text, the work of 
Robert Adam. 

Of the furniture designed by the 
Adam brothers, the sideboards are 
among the most notable pieces Vhese 


sideboards were very long and the top 
had a rail t protect the wall and serve 


as platter and plate rest At either 
side was a pedestal cupboard sur- 
mounted by an urn. One of these 
cupboards was fitted with an iron 


served as a hot cupb« ard 
the other wa 1 cellarette. 


heater and 
for plates; 


One of the urns was for cold water for 
the table, while the other met a new 
need introduced in the middle of the 
century. At this time the new fashion 
of serving an increased number of 
courses at dinner brought the innova- 





tion of changing the knives. forks, and 
}? with ¢ ich c Irs¢ whereas one 
set had previously served for the en- 
tire meal. The an ilver in 
even large establishment vas natural- 
lv limited in comparison this nev 
lemand, and né that it 
ts aicanhial n 
he Irse } | | 
ipplied | r 
e. Of similar st the 
in wl ke ] nd 
the | i n rd 
+ d an horate ] +} 
riginal tut r hold tl 
ne I} ne 
tels carve } | ] rated ] ‘ 
metime r 1 1e of h 
nen: af ele awn ») ' 
hanging lights and mirr ed in 
rved and gilded 1 carton 
rre ad le ] | h 
m 
lable und chairs in Adam _ roon 
had few definitely Adam. character- 
istics, as most of them were the work 
of contemporary cabinetmakers. Hep- 
pelwhite. Sherat nd other ind, 
while designed for Adam rooms. wer 
marked by the characteristic f their 
makers. When Heppelwhite made hi 
shield-shaped chairs t fit in Adam 
rooms, the openwork design which fil- 
led in the back ften gave pl + to 2 
more solid piec vhile the wheel- 
shaped wa metir inc neictent i: 
varied t 7 itline Sucl 
changes. h 
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portance. lo the furnishing and ¢ 
fort of the bedrooms, the Adam br 
ers added little, leaving that als 
Heppelwhite, Shearer, and Sherat 

For the earlier work of the Ad 
period, plain materials served for 
upholstery. In the later years, h 
ever, all this was changed, and 
inal designs were made for all 
materials, even to the small arm | 
for chairs and sofas, and as much 
tention came to be given to the 
holstery materials as to the fran 
themselves. Horsehair, which was mu 
used for upholstery, also came 
use for floor coverings. 

The Adam period of decoration 
England has sometimes been call 
the Louis-Seize in England, but it w 
not, as that name might imply, a d 
vation from the French style. It w 
an independent style developing 
England at the same time that th 
French style of Louis-Seize was dev 
oping in France as a distinctive sty 
Both these styles have the commor 
foundation of a return to the cla 
based on the lighter Pompeian inter 
pretation of classic design, and bot} 
came as a reaction from the florid ro 
oco and Chinese influence,—the Lou 
Quinze period in France and tl 
Chambers and Chippendale period 
Kngland. ‘The change change 
not only in form, but in colour, fror 
full rich reds and greens to the dell 
cate pale tones of jasper, soft greyed 


Was a 


blues, pale rose, and cream. 
ADAPTING THE PERIOD TO THE PRESENT 
In both the Louis-Seize and th 


\dam decoration, the emphasis is on 
classic detail; but the French style is 
all delicate grace and charm, flower 
garlands and pastoral delight; while 
the Adam decoration sets cold, formal, 








and unsympathetic architectural de 
tail against a background which ; 
self colourless and cold. While ther / 


is delicacy and charm in its stucco d 


oration and its painting. the Ad 
period is on the whole an unimag 
ative period which has much of f 
mality and allows little of individ 
itv of design. It is essentially f 
and cold. never welcoming 
vestive of comfort. I for this r 

t adapted to th ' | vie 
1 hoi ¢ the rec , m } 
ing-room—preferab ma 

ise— I t 
inny side 

The cool pale ton f the Ad 
decoration demand unshine 
warmth to counteract their chill. v 
is emphasized by the marble n 
ind the cameo-like pla jyues in 
ind ceilings and furniture. It 
stvle to be pondered over befor 
dertake n,. one that 1 impe rsonal 
r¢ flects littl ot the in 1iy iduality 
the owner, for it leaves so little 





nis choice a 


This period of the eighteenth 
tury in England, the period of Cl 
pe ndale. ihe Adam brothers Hepy 
white, and Sheraton. when tro 


brewing between [England and her 
onies terminated in the American R 
volution, together ith the ear 


Dutch style of Queen Anne days. 
most in forming the stvle in Amer 
known as the Colonial. This Color 
i. eel tye 2) ‘RE ey et ae 
6 4h ’ 
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ANSWERS 
TO CORRESPONDENTS 





Vogue Information Service an- that there will be no confusion. | 

swers to questions on social con- the case of a woman being divorced 
ventions, customs, entertaining, and she may use her maiden name, 
matters of etiquette, on costume and above, but the use of her maiden sur 
fashion, household decoration, and name followed by that of her form 
other subjects that fall within the husband is to be preferred, as, { 
scope of this magazine by conforming instance, “Mrs. Kinsland Brooks.” 
to the following regulations. 


\ NY reader can obtain from the’ is one that is distinctive enough s 


Miss P. McL.:—Please tell me sor 





RULES FOR CORRESPONDENTS new way of giving an announcement 
party? 

(1) The fee for each separate ques- Ans.:—Announcement parties ar 
tion in a letter is 25 cents. not the correct or the smart ways i 
(2) Replies to confidential letters which to announce an engagement 
are mailed within three days after re- ‘This should be done by personal note 
ceipt, and answers will not be pub- written by the bride and her mother 
lished without permission. Fee, $2 a to all of their friends and followed by 


letter. a brief and simple announcement 
(3) Not more than ten questions the society column of the local news- 


re 
| may be asked in any letter, and each paper. After the engagement has been 





question should be paragraphed and made public, the bride’s mother, or 




















numbered. any of her friends, may entertain in 
(4) Sufficient postage for return re- honour of her at a tea, bridge-party, 
ply must be enclosed or luncheon, or in honour of both 
| (5) Addresses of shops or manufac- bride and bridegroom at a dinner 
| turers, as well as further information some other evening entertainment. 
on any specified article shown in 
Vogue, will be given without charge. Miss E. E. M.:—In sending be 
(6) The right to decline to answer trothal cards, is it customary for tl 
questions is in all cases reserved by _ girl to send them to the friends of her 
the Information Service. fiancé, men and women, whom she ha 
never met, or to his friends with wh 
| Mrs. H. L.:—Do you consider mon- she is only slightly acquainted? In 
| key fur still smart for a coat trimming? sending betrothal cards to one’s women 
Ans.:—Monkey fur is perfectly cor- friends who are married, should th 
| rect this season. It will probably be husband be included in the inscripti 
used a great deal. It is not, of course, on the envelope, as for instance, “Mr 
very new, as it has been used exten- and Mrs. Jones”? How soon befor 
sively during the past few years. As a wedding takes place should the en 
% oe you doubtless know, it is more gen- gagement be announced? When ot 
Charmingly Original erally used as a frit as a fur. is sending wedding announcements, 
A collar, for instance, of monkey fur how many members of a family may 
fms l ¥ ilo d would not be suitable, but if it were be included in one announcement, 
| Exquisite y auore: used as a fringe or an edging at the and how does one address the inside 
bottom of the coat or on the cuffs, it envelope? Is it correct, for instance, 
f e would be both attractive and smart. to say “Mr. and Mrs. Waddington 
Next time you are in your fa- and Femily”? 
vorite store and have a few min- Mrs. R. C. H.:—Is it good form for Ans.:—It is more customary at pre 
utes to spare, ask the saleswoman a sixteen-year-old girl to. have en- ent, and considered more correct, to 
Hy. : é graved cards, and, if so, should they announce an engagement by means of 
to exhibit a few Sircom Petticoats. carry the full name or not? When personal notes, rather than by the ust 
Perhaps the first one will be of one receives a written invitation to an of betrothal cards, but if it is deem 1 
a ‘ ‘ afternoon tea or “At Home” does one necessary to use cards, they should 
lusciously tinted Jersey silk, cun- send a written answer? by all means be sent to friends of the 
ningly patterned with fretted _Ans.:—It is correct 4 a gir fiancé’s —— ‘ oo of the young 
lal I sixteen to have engraved cards. woman. hey should, of course, 
ribbon or severely and elegantly Many occasions occur in the life of a sent only to intimate friends and n 
simple. school-girl which make cards almost to mere acquaintances, as is the ca 
sili ' as much of a necessity to her as to a with wedding announcements. The 
Then a ravishing riot of lace | débutante. A young sitl’s card should engagement should, however, be an 
and bewitching nose-gays and be engraved with her full name and nounced to intimate friends of th 
fringes for boudoir lounging or | the prefix “Miss”, as “Miss Mary _ fiancé, whether the young woman has 
“a Eleanor Brooks”. An invitation to a met them or not. In sending any kind 
evening frock. tea or a reception does not require an of formal invitation or announcement 
You will love each of them in answer If one is unable to attend, to a married woman whose husband 
: : it is, however, necessary to send cards she has not met, she should addres 
turn, for Sircom Petticoats are on the day of the entertainment. the card to both. It is never correct 
designed with sympathetic under- When the invitation is written in an to send a card of this kind to 
standing of every true woman’s informal way, in the form of a per- husband or wife alone. The envelope 
: ‘ : sonal note, to indicate that the affair should bear the full name, as “Mr. and 
passion for dainty, daring, wholly is a small and rather intimate one. a Mrs. Robert Edison Jones.” 
delightful underthings. prompt reply is, of course, imperative. An engagement is usually announced 
about two or three months in advance 
It would be a pleasure to tell Mrs. H. M.:—In ordering her visit- of the date set for the wedding. Thi 
you of a near-by store having a ing cards, should a wid Ww select the is largely a matter of personal ns ye 
entuneneetine dialen of Siscoun form Mrs, Henry Wilson Brooks” or however, that can not be governed 
eprese play Mrs. Abigail Kinsland Brooks’? a set rule. In sending invitations t 
Petticoats. Ans.:—The correct inscription for a family, one should address a card 1 
the visiting cards of a widow would “Mr. and Mrs. Robert —— Jones, 
, be “Mrs. Henry Wilson Brooks.” In and a separate one to each son and 
R. H. SIRCOM COMPANY the event of her having a married son daughter whom one wishes to d 
Melrose, Mass. who bears the name of his father, she _tinguish in this way. It is not per 
New York Office, 12-14 West 32nd Street may continue to use her husband’s  missible to address one imvitation 
full name on her visiting cards; in this an entire family. One invitation, h 
case, the son’s wife should use the ever, may be addressed to “The Mis 
sufix “junior? to the name on her Jones,’ and one to “The Messr 
cards, even though her husband no Jones.” The inside envelope of 
nger uses it. Or, if the family is one invitation should read “Mr. and Mr 
whose name is well known in the com- Jones” without any street addr 
munity in which they live, the older The inner envelopes of the invitatio 
an — / woman may use simply “Mrs. Brooks.” for the junior members of the fami 
This is advisable only when the name (Continued on page 142) 
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Ambre Royal 


yourself only at intervals—You are gone; 
And then, as when a 
passing breeze softly stirs the cool, white 
bloom of May, loosening breath of per- 
fume to the air, you are here again— 
alluring, elusive 


you are nowhere. 


by 
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a | MY well lell you 


HIS brief little book will 
be sent to you, if you ask 
for it, to tell you why exclu- 
sive Parisiennes choose Violet. 
If it could be done, .we 
would like to have you go 
shopping some afternoon in 
Paris with the type of Parisi- 
enne who visits the Ve-o-lay 
Shop, for then you would be 
sure to visit only the most ex- 
clusive shops, and perhaps— 
who knows/—learn some of 
the secrets of the Parisiennes. 
But since we cannot do 
that, won’t you let us 
send this little book to 
you! 
It will tell vou, among 





other things, how the stand- 
ard of Ambre Royal per- 
fume is maintained so that 
your Ambre Royal Extract 
and Face Powder may have 
that same exquisite fragrance 
which has been so loved by 
the most exclusive gentle- 
women of France for a hun- 
dred years past. It will tell 
you about Creme Mealys and 
about Number Fifty-one so- 
lidified cold cream soap. 

Write to Frank M. Prindle 
& Company, 71 West 35th 
Street, New York City, 
for a copy and the name 
of the nearest Ve-o-lay 
dealer. 
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[ PRONOUNCED VE-O-LAY | 


CThe name of Q Cherfumer, not Q perfume 


QQ BOULEVARD DES ITALIENS, PARIS, FRANCE 
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In platinum, green 
old, sterling silver; 

mmered, engine- 
turned or striped 
designs—place for 
monogram. Hol 
the belt securely and 


release it instantly. 








Sterling engine turned 
471 


Sterling engine turned 


466 


TN fashioning platinum or gold or 
silver—or, perhaps, these pre- 
cious metals in combination—the 
artist-craftsmen here put artistry 
and quality and usefulness into 


Shanley Belt Buckles. 


Men who wear Shanley Belt Buckles 
find that their beauty grows with 
use; that they feel for them that 
subtle friendliness that used to go 


to pipes alone. 


Fine jewelers show thename Shanley 
stamped on the back—the guarantee 
of the very, very finest in belt buck- 
les that you can possibly give a man. 


B. M. SHANLEY JR. COMPANY 
Manufacturers of fine platinum and 
gold jewelry 


NEWARK, N. J. 


Sterling engine turned 
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ANSWERS TO CORRESPONDENTS 


above, should read, “Mis: 


Margaret Jones, Miss Eleanor Jones,” 


etc The same form should be ised 


ddressing announcement 


Mrs. M. H.:—Kindl tell me th 


correct way to announce the Dirt! 


child 

\ns.:—The sending of engraved 
cards to announce the birth of a child 
is a custom not in favour in the most 
conservative and = fashion ible circles 
The birth of a son daughter is a 
matter of such intimate concern that 
its announcement is usually restricted 
to the personal notes written by the 
parents to their end r relatives 





Occasionally, a notice appears in_ the 
press if the parents are living abroad 
at the time of the child’s birth, or 1 
they are socially important or person 
of world-wide note. 


Mrs. ‘IT. J. G.:—Please suggest the 


correct mourning for a mother to wear 


for a grown daughter who has died. 
Ans.:—A = mother should wear 


mourning tor an adult daughter for 
at least months, and for as much 


urn- 
ing should be similar n by 


r 
a widow. with the exception of the 


k nyer is she Choose 





conventional widow's bonnet and long 

A small close-fitting black turban 
should be used, with or without the 
veil, as preferred For street wear 
during the winter, such materials as 


serge, gabardine, and duvetine should 
be used, and for the warm summer 


months, lustreless silks may be sub- 








crépe oile, | ¢ n r silk 
marquisette I he str convention 
f mourning demand a high collar or 
ll mourning frocks, with a narrow 
white organdie turn-over collar. It is 
quite per Dik now , « replace 
this in the | weather, with a modest 





white mourning is entirely correct for 
summer wear anc is n uch more sen- 
sible, in a warm ¢ 
Its use should be limited, however, t 
wear in the privacy f one’s own -home 
and in the country, except in tropical 
climates, where it is quite correct f 


gene ral wear, 





Miss G. G.:—What materials are 
correct for all-white mourning! Are 
woollen sweaters and woollen skirts, 


which are slightly cream coloured suit- 
able? When one assumes white mourn 
ing, is it necessary that one wear tt all 


the time. or may one wear all white in 
the daytime and black in the even- 
ng, or vice versa! 

Ans.:—All-white mourni is worn 
either during the day or the even 
ing, in the country or in a particularly 
warm climate It is qu correct to 
wear all-white during the day and 
change to all-black for the evening 
White fabrics for mourning wear must 


lead white and not a cream col- 





be a ¢ 


our. Of course in tk case ¢ f serge, 
crepe de Chine, and Georgette crépe. 
continued wear and drv-cleaning will 
turn these material lichtly vellow 


and it is 
th 


This is quite unavoidabl 

: mart , 
not always desirable to give up 
vearing of these vellowed garment 


pus 1 ft 


Serge and flannel may De had un 
clear dead white. ‘They make ver 
good sports skirts. but if a fabric 1 

) . " 
desired that will remain white longer 
a heavy silk, somewhat like créps 
de Chine, called calcium crépe, is 1 


e commended. Any dull-finished 
is correct for a sports costume. F 
thinner frocks, Georgette crépe cot 


bined with a dull silk, or with er 
grain ribbon, would be suitable: als 
chiffon, voile. marquisette, linen, ba 
tiste, and dimity. Lustrous satin 
Sports silks, moire. and mular ilk 
are not permitted in correct) mourt 
ing attire. 

Mrs. Ek. R. M.:—Please sugge 
scheme of decoration for the living- 
room of a new home; it is twenty-tw 
by fifteen feet and has windows ot 
the south, west, and north. ‘lhe wali 
are grey, the rug is taupe, the wood- 
work ivory, and the furniture mahog 
any upholstered in green, and some 
pieces in brown; the sidelights are 
dull gold and polychrome. ‘Lhe room 
looks rather cold and needs some dec 
orations which will give a warmer, 
brighter tone to it. 

Ans.:—An effective method of treat 
ment would be to use loose covers on 
some of the larger pieces of furniture, 
especially those that are at present 
upholstered in brown. For these 
chintz, plain or glazed, would be at 
One of the shades in th 
chintz might be repeated in plain light 
weight draperies. Some of the new 


tractive. 


French chintzes are fascinating in de 
sign and colour combination. Fabric 
of this type can be used very effec 
tively in such a room as that described 
with neutral rugs and soft-toned wall 
Samples of materials for upholstering 
come in large pieces, about one yard 
or more long, and can be obtained 
from the decorators. For the loan of 
these samples a deposit is usually 1 
quired in advance. 


Mrs. ‘I. J.:—In a house b 
tapestry brick, and Dutch Colonial 
style, an open porch with red_ til 
flooring connects with the living-roor 
with French doors; please suggest a! 
effective style and colour of furniture, 
cushions, rugs, and awnings for the 
h 


ult 


por 
Ans.:—For the veranda, it would 
be very satisfactory to use reed fur 
niture, painted a rather dark shad 
f blue which would ha 
agreeably with the red yt 
floor. Awnings with a blue. strip 
would continue the colour scheme, and 
the cushions on the chairs might be 
contrasting shades. Plain fabrics ar 
to be recommended, unless a _ good 
deal of money is to be expend d 
porch furniture. Another type of 
porch furnishings is wrought iron fur 
niture, which is becoming more and 
more a favourite with the smart de 
orators. One variety has the seat and 
back made of white caning, thus com- 
bining comfort and utility in a di 
tinctive manner, With the colour 
scheme already suggested, thi sort 
of furniture would be very pleasing 
with some cushions in blue and others 
in a soft yellow bound with blue, and 
\ aricoloured pill WS CO Id als ) be used. 


nize most 
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FREE SAMPLE OF JARDIN DE LILAS OR JARDIN DE ROSE FACE POWDER WILL BE MAILED FOR 2 CENT STAMP TO COVER POSTAGE 
SPECIFY SHADE WANTED; WHITE, PINK, FLESH OR BRUNETTE 

















$100 in CASH PRIZES 
every month to Women 


who USE 


v/ ara ae Lilas 
Jardin de ‘Rose 


FRENCH TOLIET LUXURIES 
MADE IN AMERICA” 


=r 
- ¥ OMEN who have used Jarpin Beauty 


 Creations—The French Toilet Luxuries 
4” made in America—know that they are the 
finest products that can be made. A million women 
already know the marvelous purity, quality and value 
of the famous J arp1n de Rose and Jarpin de Litas 
Face Powders, Perfumes, Toilet Waters, etc. In or- 
der to aquaint many more women with these exquisite 
creations,we make the following 


Special CASH PRIZE Offer 


We will give $100 in Cash Every Monrtu until further notice for the 
best letters from women on Jardin de Lilas or Jardin de Rose Face Pow- 
der, Rouge, Perfume, Toilet Water, ‘Talcum or Sachet. First prize 
$25.00—second prize $15.00—third prize $10.00—-five prizes of 
$5.00 each and twenty-five prizes of $1.00 each —thirty-three prizes 
each month, Full details of the contest are contained in every box of 
Jardin de Rose and Jardin de Lilas Face Powder packed after May 1st, 
or will be mailed free on request. If your dealer is not yet supplied, he 
can get Jardin Toilet Luxuries quickly from any jobber, or direct from 
us. Read the following descriptions carefully, and order from your dealer. 


“THE 
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the cash prizes are given every month. You may compete 
as often as you like. 


REMEMBER 


JARDIN de LILAS POUDRE 
The French Face Powder Made in America 

Apso.uTety pure, delightfully fragrant, made with a healing cream 
foundation, pertectly invisible if you use the right tint, more adherent 
and clinging than any you have ever known, guaranteed not only to 
contain nothing impure or injurious to the most delicate skin, but to be 
positively beneficia to all skins. Six ounce box, $1.00. (Jardin de 
Rose Face Powder— 3 ounce box, 60 cents. ) 


JARDIN de LILAS RO UGE 

The French Rouge Made in America 
Comes in liquid or creme —a perfect product of its kind—a revela- 
tion in natural coloring when applied lightly. In attractive bottles with 
metal screw top, 50 cents. (Jardin de Rose Rouge—Compacte, liquid 
or creme, 50 cents.) 


JARDIN de LILAS EXTRACT 

The French Perfume Made in America 
An odor that captivates every one. Very concentrated and therefore 
very economical. Its delicacy is inimitable. The full eight-ounce bottle 
is $16.00—one-ounce, $2.50—miniature bottle, 60 cents. (Jardin 
de Rose Extract at same prices. ) 


JARDIN de LILAS EAU DE TOILETTE 

The French Toilet Water Made in America 
A TorLeT water of delicate and delightful fragrance, and of Jasting 
quality equal to most perfumes. No such true French quality has ever 
before been offered at a similar price —one size only — four ounce 
bottle, $2.00. (Jardin de Rose Toilet Water at same price. ) 


JARDIN de LILAS TALC 


The French Talcum Made in America 


Tue only talcum ever made that will stay om. It clings like a good face 
powder. Ordinary talcum is so light that it blows off as you put it on. 
This is a heavy powder, with a healing cream base that makes it a 
boon to tender skins, especially to men after shaving. It takes the shine 
off the face and keeps it off, while it smoothes and heals the skin. A 
revolutionary advance in a toilet luxury of universal use. In attractive 
glass sifter-top bottles, 75 cents. (Jardin de Rose Talc at same price.) 


JARDIN de LILAS SACHET 
The French Sachet Made in America 

Tuis is the most popular odor we have ever made in sachet — delicate, 
clinging and very lasting. Its extreme delicacy and softness are bring- 
ing it into general feminine use after the bath, and for babies, in addi- 
tion to this ordinary use as a sachet. In handsome glass containers — 
the one-ounce bottle, $2.00o—the eight-ounce bottle, $15.00. (Jardin 
de Rose Sachet at same prices.) 


ee erred here oS 
OUR GUARANTEE-— We guarantee every Jar- 
din product to be made of the purest, the finest and 
the most costly materials of their kind, to contain 
nothing impure or injurious to the skin, and to give 
complete satisfaction to the purchaser. Every dealer 
is authorized to refund your money without question 
if you do not find them to your liking. Address all 
correspondence to JARDIN, 42 Harrison Avenue, 
Boston, Massachusetts. 
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FREE SAMPLE OF JARDIN DE LILAS OR JARDIN DE ROSE FACE POWDER WILL BE MAILED FOR 2 CENT STAMP TO COVER POSTAGE 
SPECIFY SHADE WANTED; WHITE, PINK, FLESH OR BRUNETTE 
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f] flaming 

Nl recent 

hich white peont re ren rative is the use which he mak 

lered 1 es th them, with their flaming plu 
effect 1 lacquered panel. Against making a glowing mass of « 
lefir the foreground, | 

wn green tones, t white peoni is the cool shimmer of water and t 





held rather cl y in their grey greet green of the tropical forest. 
THE COMING ART SEASON 


snowll no mark oI th 
this heavy paint uid a thick trans At this season of the year, N 
| isk 1 the effect is of the York begins to shake off its summer Rear 
weg ‘ie tor : ei 
rich depth ol 1 lacquer. indifference and turn an interested ¢ , 
In higher key are the poppies of toward the opening of the art season look: 
Paul Rohland, spreading wide from This year the prospect has something shop 
; ‘wre 
liancy. I who 


their glass bowl and filling the canvas less than its usual 
th their clear and brilliant « Ir true artist may int with ul 
l A 4 ' if i i : grap! 
after 


Heldin 'S 


Enduring Silks- Fabrics-Spool Silk 


Permanence*is the Belding keynote— 
in ideals and in quality—enduring 
silks that hold their place in the 
sun by virtue of honest worth and 
undeniable beauty. 


“The selvage mark shows you the 
genuine Belding’s.” Look for it on 
Satin Circé, Crépe de Chine, Nan- 
cette, Taffeta, Chiffon de Chine, 
Satin Negligée, Baskette, Satin Duch- 
esse and all other authentic Belding 
Silks. 


BELDING BROTHERS & CO. 


ni 
They can stand a bit of shadow and disregard of financial matter 
make a delightful spot of « I exhibitions are notably dependent 
e dim rner For all their the art market, and that, in com: 
ive qualit tl re paint 1. with most other markets, 1s at present Ah. | 
too. with a nice tou t realisn nd iffering the depression which u 
aa, ‘ “ear ee — il : thou: 
pleasing stud I t light n de country usually precedes a presid : 
More discreet in « ir tial election. It is probable, there the ¢ 
fort gement 1 th will open later tl wond 
nt new Cat I igen isual this 3 ir and that th I line 
Speicher. in wv es Y va n | e tew exhibitions of note before t P 
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itare tier its Laveen. 4 
ind 1 har- New Society f Artists w pen it Kitty 
ng < If \ l ful com- nd annual exhibition at the 5 reign 
n of still life and flower paint leries of Gimpel and Wildenstein, at 
con hed re this should be an event u 
itly shown by Florer Ballin Kra- terest Phi ciety, which wa 
er. In fact, one meets it on all sides, merly known as the American Paint 
t of tl 1 the “flow Sculptors. and Gravers, is the 
ngdom”, and it vorth watcl nsiderable of the i 
For perhay = f pr rl have recently grown up itside t 
1 bring wu not perfect National Academy of Design It | 
I Victorian flower it present 1 rather imposing list 
hteenth-century pane members. including m« 
for the non-ac 
their art Up t 
this society has not shown 
1s which could rival tl 
1 Academy, but tl 
No | decorat than the flower terested in modern 
nels are the present-d paintings of future with interest 
birds. though or r | f then Phe \caden vy. the I 
Notable among tl rtists who paint ieties. and the Architectural I 
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ing is F. §. Church, who has de- there is promised also an exhibitior 
ed the grea 1 long life the works of Sorolla, though th 14 
to the painting of birds and animal f this is rendered uncertain by 

nd wl t es delight both art illness of the artist. wh 


lovers and nature lover Brilliant America during the exhibition 
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You want to 
Keep your 
Beauty? 


Beers egegemeransine 


Beauty is a great responsibility! When you know that everyone 
looks at you as you get out of your motor—and you can’t go 
shopping without other women saying, “Ssh! Do you know 
who that is?”—and people are always wanting your photo- 
graph, and copying your clothes, and trying to name things 
after you 





Ah, that’s the time you've got to watch over your beauty as 
though it were as frail as a soap-bubble, and as precious as 
the Crown Jewels. The slightest roughness of texture in that 
wonderful skin—the least suggestion of a worried or a wearied 
line—the faintest clouding of the clear colour—why, the fall 
of an Empire would be less terrible! 





Kitty Gordon knows all the dragons that beset the path of 
reigning beauty. And she doesn’t care a snap of those long, 





Kirry Gorpon 
Knows! 


jewelled fingers, a shrug of those satin-smooth shoulders, for 
the worst they can do. 


Kitty Gordon pins her faith to her “dear darling Madame 
Leclaire,” who looks like a Marquise of the ancien regime, 
and works like a magician with a lease on the Fountain of 
Youth. That’s because she uses youth’s own method—Nature’s 
method—which isn’t to cover, but to cure, by speeding up the 
healing miracle that young blood works unaided. 


How? That’s a secret! Even Kitty Gordon herself doesn’t 
know. Nor Billie Burke, though she comes every day. Nor 
Jane Cowl. Nor any of the New York society women whose 
august motors draw up to the brownstone steps that lead to 
the magician’s laboratory. But—it doesn’t matter how—does 
it?—provided you get the result. 


Ex pensive ? 


Yes, very. 


worth — it. 


Worth it to Kitty Gordon. ... 
What is beauty worth to you? 


MADAME 


14 EAST 56TH STREET 





LECLAIRE 


NEW YORK CITY 






























MMEYE 


€ Branch De Luxe 


381 Fifth Avenue Wew York 
Exclusive footwear for Women. 


Our representatives visit all the larger cities. We shall be leased to 
& 


notify you of dates upon request. 
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VOGUE 


AUTY CURES 
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hair—-if one conscienti can. 

But should not we 
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locks with a piquant dignity r 
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is something more elusive, 
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has to do with the hape f the fa 
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clothes—but no one of these alor 

cides the matter It thing t 

must be felt—at least so sa 1 cert 

New York hairdresser, wi ( rug 

that belongs only to the h 
Therefore, one need not fee di iyed 

if he gazes, then says, “J\/ais non—it 


can not be done. Madame w not 
suit ze bob hair!’ On the other hand 
many innocent-minded women emerg 
from his persuasions and his clever 
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though 1 
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in cordially noting, you to the 
Complete Sresen lation of’ 
Stinl Fess (oals and Suits 
for Sall and Vhinler wear 
during, ( Thints ess /leck 
October 5 fae lo /6 - 
All lhe newest ideals of design 
color and. silhouelte, expressive 
of the prevailing mode will be 
exhibited 
The Stints-<Diederman € ompany 
Saris (YY eveland New York 
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THE ARDEN 
VENETIAN 
PREPARATIONS 





Venetian Cleansing Cream— 
t i a mpurities tr i 


ves imy 





Venetian Ardena Skin Tonic 
T t whitens and refines 











Venetian Special Astringent— 
A re at firn 


ator Ss sag 








Venetian Orange Skin —— 
To surish the ski and fill 


facial attentuati s. $l.iv, 


Venetian Muscle Oil—Nothing 
ffective for eradi 












| lines and wrinkles a 
penetra A sple 
mus 7 r $1. $2 
$4 
Venetian Amoretta Cream—A 
i ant ay ream to apply 
b zg It keeps 
the sk s smooth and 
protects I xposure. $1, $2 
Venetian Bleachine Cr A 
mild but effective pref ui 
f g ta g 
as as W i 
tel 4 
Venetian Pore Cream Re- 

ices enlarged pores Ref 8 
varsest ski $1 

Venetian Adona Cream A 

if auG rease the 

f I ist i 





Venetian Ardena Hair Tonic 
An agreeab nvigorator 





grayness $1 
Venetian Eye Shadow—Blend 








tl ig Box, $ 
Poudre d'Illusion—Gives ¢ 
skin a ke bloom I 
tal qual a 
fragral t Bd 
Venetian Rose Color—A ben- 
1 i rouge that iu 
cate tone Waterproof $1. 
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Savon Kenott—A famous 





hardens the i S 
the breat De 

4 i fragra t >i 

Oriental Masque—A new Ar- 
jen treat t raculous 
effect ask for information 


at 


Send for “The Quest of the Beautiful,” the NEW book- 
the Arden Preparations. 
her New York Salon 


let describing all 

Elizabeth Arden at 
derirg preparations, please add 4% 
or money order; also postage unless order exceeds $10. 


ELIZABETH ARDEN 


SALON D’ORO, 673-B FIFTH AVE., 


Washington 
Palm Beach 


Boston 


Newport 


IZABETH 


wAC aa 


Back to Town 
about the old 


“HERE is a_ buzz 
familiar places—the Ritz, Delmoni- 


co's, the “Inner Three.” At 
luncheon, at the tea hour, familiar faces 
reappear. And above the tinkle of thin 
china, a question grows familiar, “My 
dear, what are you doing in town so 
early ?” 













































The answer is apt to be evasive. One 
frank woman confesses openly, “I’m 
here to take the ‘cure’ for my summer 
complexion. It’s being done, you know. 
At Elizabeth Arden’s Salon you meet 
everybody who is anybody.” 

It is true. Among New York women 
of fashion it has become an established 
custom to prepare for the formal season 
by a course of the Arden Muscle-Strap- 





ping Treatments. The custom is also 
being followed in other cities where 
there are Arden Salons. 

Women come back to town invigo- 


rated by the outdoor life of summer, 
but too often with a skin that tells a 
tale of carelessness. Then it’s “Ho, for 
Elizabeth Arden’s, with her magic pots 
and patting!” Away go freckles, tan 
and the insidious little lines that have 
etched themselves about eyes and 
mouth. Back come the charming pink- 
and-whiteness of Maytime, the softer 
contours, the look as if everything about 
you—skin, hair, brows, hands—had been 
freshly “lovelied.” 

Don’t fail to start the fall right— 
your appearance will make or mar your 
winter. Go to the nearest Arden Salon, 
even if you have to buy a ticket and 
pack a trunk to do it! 

In Boston, the Salon is at 192 Boyls- 
ton Street; in Detroit, in the Book 
Building; in San Francisco, at 233 Grant 








Avenue. If you expect to spend this 
eventful Autumn in Washington, the 
Salon at 1147 Connecticut Avenue will 


help you to look your exquisite best. 
It is the most beautiful place of its kind 


in the world and has an international 
reputation. There is also a “homey” 
Salon in Paris, 255 Rue St. Honoré. 


But whether or not you are able 
to visit the Salons, you should take the 
Elizabeth Arden Home Course, which 
teaches how to intensify your individual 
charm, how to apply all the secrets of 
good grooming, how to beautify every 
detail of your appearance—the figure as 
vell as the face. No one need tolerate 
superfluous flesh or an emaciated body. 
Write for Elizabeth Arden’s absorbing 
book about it, “Your Masterpiece 
Yourself.” 


Address 
When or- 
tax to your cheque 


NEW YORK 


San Francisco 


Paris, France 


Detroit 
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hair. Blond hair should have 
| ] l- ha; 
shampoo, even as dark hair 
















shampoo especially made for bl 
is of olive-oil, A tar shampoo | 
recommended for dark hair, partic 
larly for dark hair that is inclined t 
have too much natur 
The right shamp 
tonic will keep tl 
hair in the tat 
well-cared for, and bri 
hair that is a 
scaly and dropping 
real scalp I d \ 


healing qualitic 
may be had from tl 
and should be ma 
into the roots every nigl 
will repay the time and 

Riachiny brasting. | 








als t 

but ing 

steady, firm, and not 

adde d may 

the application of a 

a brilliantine made entire rom vege 
table oils that are not grea 7s bri 
liantine that puts sunshine into th 
hair and leave I i] ifter-effect 
lhe uirbrus] 1 around ar 








which me I I b 

poured, and then brushed over th 

hair is the best way getting an eve 
frst cold day comes nipping 
the trees rustle leaves that h | 





of their summe 


crackle in charming drawing 
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immer is % 

» the very li 

chin, gone to the 
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upon a slender 1. 

reconstruction has been complete. 


Note—Readers of Vogue inquiring 





for names of shops where dressing-table 
rticles are purchas able, should enclose 

tamped and le pe for 
reply, and state page and date of Vogue 
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Write Madge 
for a copy “I 

tyles two 
‘ vel y pos 
Madge Evans i 
Fall Hats 


Black I 

quaint 

ornamented % 
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11. Order 


yous 






It’s 


of course! 


upturned 





Wicdge Evama if 





te fu 
hair beaver, velvet faced 
lack brown naz'y 
DEBE? rose and per 
} $18 Order Vo 
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l’ery handsome is this simply band y 
and streamered long-hair Bea X \ 
, 1 Black. brown, nai and ‘a 
mer lors. $18. Order No. 3010 y 


for Little [adies 


tena you like to have your little girl 
wear hats of such apparent charm? Hats, too, 
if quietly rich materials, trimmed simply as good taste 
demands, but distinguished by unmistakable chic ? 


Mhen take your little daughter to the Madge Evans 
shop in your locality today—just see how lovely 
she will be in the Madge Evans styles! 

For Madge Evans herself has had these hats de- 
signed to meet the exacting requirements of girls 
from six to sixteen. 

There are styles definitely for the light-hearted, 
casual-treatment-of-clothes, years of six to ten; 
there are really alluringly lovely styles for older 
girls who are very critical about their appearance. 
But every single hat has smartness. And every 
one is fitted with the “pullastic”’ adjustable 
lining that eliminates the troublesome, stretchy 
chin elastic which is such a nuisance. 

The prices are from five to eighteen dollars, at 
a good store in your locality. If you have dif- 
ficulty in locating it, please write Dept. E 


Mudge 


Velvet makes this 
a a Abe emer “co Madge Evans Hat Company 
ifn @ é flower 
No. 2297 New York City 


602 Broadway 
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VOGUE 


ON PARLE CIGARETTE 


SNHERE’S hardly a spring like a 
‘| spring in Paris—hardly such flow- 
ers as bloom a little shiveringly all 
winter in the booths by the Madeleine, 
and then in May and June burst forth 
in the gayest of colours and the spright- 
hest of bouquets—yell yw roses, \ iolets, 
pink roses, lilies—anything you like 
for a and a half. You have a 
large bunch of vi bought for y 
by one Richard, from a woman push- 
ing a cart along the rue Cambon—carts 
I the surest methods 


being one of 
transportation in these latter days of 


franc 


icts ju 


ol 


marvelous inventions. But even in 
Paris there ilways something more 
to wish for. 

It is an evening late in June. You 
are walking down the rue Royale 


toward the Place de la Concorde. ‘The 





lights are just beginning to glimmer. 
Ihe air is soft. Paris awake to all 
the beauties of her summer night. The 
two of you—for, of course, there are 
two of you—think and say in_ the 
same breath: 

“A walk in the Champs Ely- 
secs—a ride in the Bois! Which 
hall it be: Shall We get a VIC- 
torla Shall we ride na taxi? 
Qught we to commandeer a coach 
ind four!” 

ictorla approac You step int 
the street. You hail the disdainful 
iriver. 

‘O cocher, ke us r 

promenade ur carriage! 

“Where. 1f you pi ~ AVS the 
cornful creature 

“In the Bois,” you answer po- 
itely 

“But no, Monsieur.’ 

“But why?” you demand fear- 
fully. 

*“Becau 2. Nl nsicurf, | don’t 
happen to be going that way. 
And it is a foolish thing for me to 
drive in any direction in which I 
lo not wish to go! So, there you 
lave eg 

‘But, why all th discussion 

ut a few franc Make it five 

re and we'll go just the same, 

in New York—” 

but Monsieur \ladame, 

is not New York In New 

York, they say you e wonder- 

ful and high buildings. but you 

have no leisure. In Par ve have 

e1lsure W e dri € W please 

ind when we please (And I—this 

evening. I do not 1 to drive 

n the Bois I go in the other 

lirection Au r \l leur et 

Madame.” 

(nd the wret I caving you 
and in th iid the rue 
Royale, in imminent danger of being 
kil 1 or arrest« Be caus n Pari # if 
u are run ¢ \ re either killed, 
—and ire fortunate, for cheaper, 
—or else you get arrested and fined for 


obstructing the trafh But now you 
an only stand ] K at each other. 
“If we can't zo in a victoria, 
well go in a taxi.” 
“We must go some way The 
harder it is, the more determined 
I am,” says the companion of your 
walk, with masculine ardour. “But 
you stay on the curb while I get 
the taxi. And then if I’m killed, 
ou can sorrowfully bear my re- 


mains home on the next ship. Or 


if I'm arrested for blocking the 
traffic, you can pay the fine. But 
if we both go, and both get run 
over and killed, the City of Paris 
will be out a few hundred francs, 
—and I want to be of blessed 
memory !” 

‘But, my dear Dick. I don’t 
want to watch you be killed! 
However. I suppose we must give 


1 good deal for a conveyance. 


od-bye 


up 


G and good . 


4g! 
luck. 


ment 
you have had a poem, and now you 
are going to have the most peerles 
drive. 
over, you decide. as you ride off 
through the only Champs Elysées in 
the world. 


At these helpful words, Dick ad 
vances incautiously to one of thos 
half-way curbs where you can stop and 


get your breath and summon your 
courage to make a dash across the 
other half of the street. 

Do not forget, in passing, that in 


Paris, traffic policemen and traffic regu 
lations are apparently unknown. It 
so much more temperamental not to 
have any of either, and besides, they 
would only save people from getting 
run over, and cut off a lucrative 
source of income for the city. 

Dick gazes up and down the street 


SO 


You watch him, anxious-eyed. By this 
time, there are at least five larg 
French families and several pairs ot 


foreigners, like yourselves, lined up on 
the curb, all gazing eagerly at the ap 
proaching taxis, and then at one an 
other, wondering who will outbid which 
You see a taxi coming. You hear 
rattling nearer. You wave violently 
it Dick. He runs to meet the thing, 


outstripping the four—or is it five?— 
large French families and the severa 
pairs of foreigners. By this time, you 
ire so excited that it would be torture 
for you to stay quietly on the sid 
lines. So you fly, like any young ga 
zelle, to the curb and join Dick, just 
in time to hear the driver announ 

firmly that he is on his way home t 
supper and will take no passenger 

Again Dick and you withdraw for a 
ittke council, But what is your horr 


at seeing one of the large French fam 
ilies, en masse, piling into that 
that 


nN 
sar 


taxi, and beast of a driver, all 
smiles, shutting the door for them and 
driving off with the most agreeab 
mien in the world. 

You exp stulat \ l al st 


You can hardly find words to expres 
your real feelings on the subject 
French taxi-drivers. But when 
are half through your first sentence 
you discover that your audience | 
removed itself. Dick is haggling 
the gentle driver of a victoria in unis 
with the remaining French families- 
the foreigners having gone off in d 
pair. What do you hear? 
“But no. Messieurs, it is impos- 

sible this evening. I am very tired. 

I go now for a little promenade 

by myself.” 


Vil 


“But five francs, cocher,” this 
from a Frenchman. 

“Ah no, I do not look at the 
money.” 

“But ten francs,” from a second 
Frenchman. 

gain no Not even ten, 

though I glance at it.” 

“But twenty francs, old thing, 
—and what do you say to a box 


f cigarettes?” 

Dick has had a sudden inspiratiot 
he magic of a package of America! 
cigarettes! Who doesn’t know that 
with them you can go across Franc 
ind back without spending a sou. 

“Ah, my friends, you honour me. 

It is not money on an evening of 

spring like this. But for the 

American cigarettes—that again 

is different. Will you do me the 

honour to step inside, Monsieur et 

Madame? I will take you for one 

glorious promenade along _ the 

Champs Elysées, through the Bois. 

I would take you quickly, but I 

think you prefer the slow prom- 

enade, is it not so? And I—I will 
smoke the American cigarettes and 
enjoy the evening.” 

Dick and you look at him in amaze 
For that one box of cigarettes 


It is worth getting almost rur 


JULIET WHITON 
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LORIGAN ~- LA ROSE JACQUEMINOT 
CHYPRE - JASMIN DE CORSE 
LILAS POURPRE - STYX - L'OR 

MUGUET - LE VERTIGE* 
LILAS BLANC - AMBRE ANTIQUE 
L'EFFLEURT - LAVIOLETTE POURPRE 


COTY -:paris 
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“Thrice happy time, 
Best portion of the various year, in which 
Nature rejoiceth, smiling on her works, 
Lovely, to full perfection wrougkt.’’ 





Your Autumn 


ITH Autumn, the year reaches its fullest splendor. It is 
a season of mellow fruitfulness, golden days, stimulating 
atmosphere. Just so,,.when a woman reaches her au- 
tumnal years, she should be in possession of her fullest 

Her youthful beauty should linger, rendered more interest- 

Well-poised, well- 

she should be admired 





charm. 
ing by Time’s accentuation of its individuality. 


groomed and of stimulating personality, 
and welcomed everywhere. 


If you are not making the most of your best years, you are doing 
yourself and your family an injustice, and it is high time for you 
to consult Eleanor Adair. The improvement she can effect in the 
appearance of the woman “over forty” must be seen to be realized. 


Firm, youthful contours of face and neck, a fresh, healthy skin, 
free from aging lines—these are not the only benefits you gain 
from Mrs. Adair. She further helps you to attain that exquisitely 
groomed appearance which often has more power to fascinate than 
beauty of feature; that “soignée” effect which results: from per- 
fection of detail—beautifully kept hair and brows and hands. 
Write her today for suggestions, describing your needs. 


Ganesh Preparations 


GANESH FRECKLE CREAM—Banishes 
freckles and tan Harmless. $1. 


9 ea LILY LOTION—A protective 


EALIZING that the under- 
lying cause of all skin im- 


perfections was defective liquid powder. Helps whit a tanned 

q 4 0 ae elps i en d anne 

circulation, Mrs. Adair — skin Keeps the pores from relaxing 
her famous Strapping Muscle unduly and prevents a “‘perspiry’’ or 
Treatments, which stimulate each oily shine. Does not rub off in dancing 
tiny blood-vessel to free func- or other exercise. Pink, cream. white. 
IN, Ga dV. 


tioning. To use in connection 


with the “Strapping,” she created “powder 


GANESH NEIGE CREAM--A 


. base’’ which protects the skin and keeps 
+ al oy Pa me gine it smooth and velvety. Greaseless! Pink, 
s 5 nail cream, white. $1.50 
tions ever produced. The Strap- GANESH SKIN FOOD —A splendid 
ping Muscle Treatments are given tissue builder Rest res roun ded con- 
in their original perfection at tours and nourishes a tender, dry skir 
Mrs. Adair’s New York Salon, by 85c, $1.65, $3.25 
experts trained at her London GANESH ACNE LOTION. The best of 
headquarters. If in New York, remedies for oiliness and eee 
50. 


you should not fail to learn at 
first hand how to make use of GANESH JUNO—A cream that will 
this wonderful method A few round out and firm neck ~ | bus 0 50 
‘ 50, $2 
of the Preparations follow GANESH HAND a, ae “4 
GANESH CLEANSING CREAM A hands smooth, white and young—in- 
light, — g — poe aa ano a valuable to the athletic woman $1 
eS ee aan eet Gr = GANEBN. DANDELETIES — Ire 
S$ d refreshe 5c, $1.65, $3.2 - Freshen 
skin soft and refreshed. & $1.¢ : Sired egpes and Slate lines, Dosw, $2.56 


eee AE Teme GANESH ANTI-PUFF LOTION—For 











whitens and invigorates the s and 

keeps it exquisitely and of bad puffs under the eyes. $1.2 

texture 85e, $2.20, GANESH FOREHEAD STRAPS—FEfface 
ee aes forehead lines and ‘‘crows feet.’’ Strap 

me get pe ‘7 . 4 of medicated rubber, $4. Strap of white 

making the flesh firm. Wonderful ily re kid and satin, $6.50 

juvenating. This is the original Muscle GANESH CHIN STRAP—Corrects and 

Oil, obtained by Mrs. Adair in India prevents sagging muscles and double 

Others are but imitations chin Keeps the mouth closed during 

$1.10, $2.65, $5.25 sleep. $5. 


Mrs. Adair’s Lecture Book, describing the Strapping 
Muscle Treatments and all the Ganesh Preparations, 
will be sent on receipt of 3c postage. When ordering 
preparations, please add 4% tax to your remittance. 


ELEANOR ADAIR 
557 FIFTH AVENUE, NEW YORK 


5 Rue Cambon, Paris 
Assembléa, Rio de Janeiro 


92 New Bond St., London, West. 
Brazilian Agency: André, 94 Rua 























T is Emerson, is it not, who says 
dint. ig teach good taste is in- 


evitably to form character’? To 
be sure, that is the negative rather 
than the positive method of teaching, 
—but then, some people learn more 
from “don'ts” than from “do’s”, even 
as they did in Moses’s day. And 
there are some who will endeavour to 
remove the thorns from their char- 
acters for no nobler reason than that 
thorns are not being worn this sea- 
son. But viewed from whatever angle, 
a sure sign, both of good taste and 
character, is a beautiful speaking voice. 

All too frequently is the effect of a 
beautiful expensive costume marred 
by a cheap mind betraying itself with 
raucous voice and domineering man- 
ner. Again, a scene of royal sump- 
tuousness for which architects, deco- 
rators, and costumers have laboured 
untiringly has been made an incon- 
gruous setting for a crowd of 
“screechy”’, “twangy” people totally 
lacking in poise. And is it not some- 
what painful when the débutante 
wearing a bewitching little frock of 
simple spring-like promise addresses 
one in tones of throaty affectation? 

How different is the positive thrill 
of pleasure received at the sound of a 
voice like Ellen Terry’s. A _ voice 
honestly produced, rich in timbre, 
given in generous graciousness, and 
controlled in complete obedience to a 


discriminating, intelligent mind. She 


I 
could say the simple words “May I 
come in?” in such a way as would 
— opened for her the very doors 


life itself, 

” dealin the bustle and confusion of 
leave-taking on an ocean liner, people 
will stop, almost forgetting their ur- 
gent errands, to turn and ask, “Who 
is that?” at the sound of a few casual 
words spoken by the possessor of a 
voice like Forbes Robertson’s. We 
hear it with a sense of being stimu- 
lated and enriched by its vibrant sym- 
pathy, its resonant vitality; and we 


marvel at the perfect, almost = 











less control until we remember tl * 
it is the cultivated thoroughbred who 
s most easily governed. 


ten been asked, 


The question 
voice for sing zing 


“Does training the 
produce a pleasant speaking voice?” 
The answer is that, of course, it should, 
and almost always does, but the fact 
remains that there are famous singers 
speaking voices are far from 
They are sometimes jealous 








whose 
_— 

f their singing tones, as is one -well- 
af wn artist who will not talk above 
a whisper during the day, if she is to 
sing an opera in the evening. Others 
seem to eave. — d at the perfect 
method of vi production and are, 
therefore, toe a use their wonderful 
instruments in either way, generously 
and without fear. 

Like the casual young gentleman 
who asked, “What shall I do that I 
may obtain eternal life?”’, there are 
people who would put the far-reach- 
ing questic n “What shall I do to ob- 
tain a beautiful speaking voice?” and 
expect by the mere turning of a page, 
to acquire a fe w simple rules, which, 
if followed, will produce the desired re- 
sult. It is ree that the rules are 
simple, delightfully nature-like in their 
simplicity; but they must be imparted 
and illustrated by a person who con- 
siders this teaching as a vocation and 
not as a means of exploiting the so- 
cially ambitious. 

3ecause the rules are simple, and 
because people do see the need of 
abolishing what is sometimes called 
“the American voice”, the cities are 
overcrowded with charlatans who de- 
pend, for their success, upon the sug- 





VOGUE 


THE MELODY OF SPEECH 


gestion of high-sounding advertisement 
or their juxtaposition to good music,— 
who have the “patter” and not the 
principle. 

But it is easy enough to deliv- 
ered out of the hands of such as these, 
if one will but remember that im- 
provement should begin:from the very 
first explanation and continue with 
gratifying results in exact ratio to the 
integrity of the teacher and the fidel- 
ity of the pupil, if one remembers 
to beware of the person who gives 
us merely a “voice diagnosis,” who 
can glibly point out what is wrong 
instead of pointing out what is 
right. 

No matter what bad habits or un- 
fortunate mannerisms may have been 
indulged, the correct application of 
the principle of voice production will 
automatically overcome them, for the 
simple reason that no one can be do- 
ing the right thing and the wrong 
thing at the same time, or for the 
reason that one does not have to “do 
something” about darkness if one will 
but turn on the light. 

One of the well-known nose and 
throat specialists of New York used 
to send some of his cases to a reliable 
teacher of voice production, knowing 
that symptoms Benross to him for 
treatment would disappear with the 
ignorance concerning correct vocal and 
bodily expression. 

SO-CALLED “ELOCUTION” 

To those men and women who have 
the tones of “Curfew-shall-not-ring- 
to-night” still sounding in their tor- 
mented memories, and who solemnly 
refuse to discuss the question of voice 
training, must be extended under- 
standing sympathy. For they are for- 
tunate, but few, who have not listened 
miserably while some _ unfortunate 
victim of mad ambition raged on and 
on in a voice which caused toes to 
curl even in tight slippers and carefully 
coiffed hair to stand on end. 

This is not an argument agains 
voice cultivation, however, but for it. 
In the name of peace and harmony, 
may that sort of teaching be abol- 
ished from schools and studios, and 
instruction given in the simple whole- 
some rules for honest voice produc- 
tion. And at the same time let it be 
an ambition to strive to achieve cor- 
rect pronunciation and distinct enun- 
ciation. Let people be glad if they 
do not ” when they 
would say “soing”.—let them rejoice if 
they have overcome the clumsy tongu 
which makes them say “a naviator” 
when they think (comfortably) that 
they are saying “an aviator.” Instead 
of learning to orate, let us learn to 
say “good morning” as if we meant 
it—learn to say it with a generous 
lift and vitality which helps to give, 
as well as wish, a good morning! 

If, in a crowd, one’s toes are vi- 
ciously trodden upon, there is a voice 
which can say “Oh, I’m sorry” in a 
way which makes one willing to d 
a mental gymnastic turn and_ sa 
with truth “Oh, it’s all right!” But a 
nasal voice speaking the same word 
in exactly the same circumstance 
would somehow not be so convincing 

The stout person with an indulgent 
voice is hoarse because of poor breath 
ing apparatus, which is incapacitated 
by surrounding fat. Weak back mus 
cles and a caved-in chest and dia 
phragm cause an inadequate amount 
of breath, producing unpleasant sound 

This leads up to what is probably 
the most important part of the whol 
secret. And if one were to ask, wha 
is most essential for the acquiring of 
beautiful speaking voice, the answ¢ 
would be, “Learn how to breathe.” 

AGNES BANIGAN 
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Miss Agnes Ayres 
Leading Woman (ecil B. DecMGille Productions Tate by AetGeK gles 





Two Shaps 
Ambassador Hotel, Los Angeles FURS 
Seventh Street at Hope, Lo fie Angeles 
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for ‘the 
SCALP 





the CARE of the 
and SKIN 





OR many years in 
F successful use with 
the Ogilvie Sisters’ 
private clientele—readily 
adaptable to home use, 


I have always been particular 
to take the best care of my 
hair on account of its natur 
ally fair color and fineness of 
quality About three years 
ago | went to the Ogilvie 
Sisters to have my hair treat 
ed and have ever since referred 
my intimate frends to them 
Now I willingly express my 
confidence in their work and 
recommind their method 
most highly to the public 
BLANCHE SWEET. 


TONIC for OILY HAIR 


As most every thoughtful feminine knows, oily hair is caused by oil glands that 
become inflamed and then expand and leak, issuing their lubrication upon the 
sxalp instead of the hair roots This tonic restores the glands to their normal 
ize, thus stimulating circulation and enabling them to lubricate the root 

without undue leakage. The hair is strengthened, stops falling out, -— displays 
all its silky luster and natural beauty . bostpaid 


SPECIAL REMEDY for the SCALP 


After all illnesses, which cause sudden loss of hair, like influenza, fevers, nerve 
troubles, confinement, or after-effects of operations, this remedy has proven 
ts value by accelerating the new growth of hair. It strengthens the scalp 
keeping it clean, healthy and active. $2.00, postpaid 


TONIC for DRY HAIR 


Undernourished hair is always lifeless The scalp is continuously peeling and 
the hair becomes brittle. breaking off at the roots and ends. This tonic not 
nly provides nourishment for scalps lacking natural oils, but acts as a marvelous 
timulant, restoring the hair to its normal strength and rendering it luxuriousl\ 
abundant as well as soft and glos Then. too, it almost immediately frees 
the scalp of its tenseness. $2.00, postpaid 


TONIC for WHITENING the HAIR 


Especially prepared to give vellowish gray hair a pure white tinge—the much 
admired crown of silver threads___I[t is not a bleach, but an effective hair tonic 
cleansing the scalp, making the hair bright, fluffy and lustrous. $2.00, postpaid 


>ALP POMADE 


Will strengthen weak, thin and receding hair on the temples The reason that 
hair, otherwise abundant, starts to recede from the face is that the locks around 





the face get the most abuse They need special attention $1.25. postpaid 
HENNA SHAMPOO 

This Shampoo Powder imparts a beautiful luster to any shade of hair, while 
cleansing it. It does not dye and does not bleach, but accentuates the lights 
~f your natural shade to best advantage Two sizes $0.50 and $1.00 


WAVE LOTION 


A very convenient, harmless medicine to put waves in the hair, which will last 
for several days—displacing the harmful curling iron $; . Dostpaid 


BLACKHEAD LOTION 


This lotion will remove all blackheads and impurities trom the skin, Its faithful- 
use will free the pores of waste matter and reduce them to normal size. 


LEMON LOTION 


A refreshing astringent for toning up the face muscles, closing large pores and 
removing dead cuticle cells. Delicious and soothing. Protecting the skin 


against sun and wind. 


“—J 


Correspondence 
and Orders 

by Mail 
Cordially 
Invited 











SPECIALISTS 
505 Fifth Avenue, New York 
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OLEATE: 
Mattie Edwards Hewitt 





Purple grapes on a flat silver 
table of Minette Hirst, the song 
sung this season by Rafaelo Diaz, 


FOR THE 


OW that autumn is here and th 
. summer menus are exhausted, 


one is glad to ask advice, fron 
hose who know and love good cook 
ing, in regard to dishes for cooler 


weather. ‘The wise club epicure, 
whom mention has before been made 


in these pages, was consulted, and he 
olunteered some uggestions for 1 
dinner of mixed hot and cold dishes 
We give the menu follows 
Cherrystone Clams 
Veal Soup, with Croutons 


Cold Salmon, with Cucumber Drar 
Boiled Chicken, Cape r Sauce 
Susan’s Rice Pudding 


VEAI SOUP 


Put a knuck ea 
quarts of cold water, with 
quantity of salt and one tablespoon 


ful of uncooked rice. Boil very slowl; 
hardly allowing it to do more than 
simmer, for four he irs, by which time 
the liquor should be reduced to about 
half the original quantity. ‘Then re 
move it from the fire. Into a tureer 
put the yolk an egg, and stir well 
into it a teacup ful of cream, or. in hot 
weather, fresh milk. Add a piece of 
butter the size of a hickory nut, and 
into this strain the soup. boiling hot, 
stirring it nstantly Just at the 
st, beat it well for a moment. 


CROUTONS 


To make these, take very thin slices 
f bread and butter them well. Cut 
them into little squares three-quarters 
ff an inch thick, place them in a 
baking-pan, buttered side up, and 
brown them in quick oven 


COLD SALMON 


The middle of the salmon should 
be selected, it is the best part. Sew 
it neatly in a net bag and boil it in 
hot salted water, a quarter of an hour 
for each pound. When it is done, un 
wrap it carefully and serve it cold with 
cucumber dram 


CUCUMBER DRAM 
This sauce is a favourite with the 


chef and is made of cucumbers, picked 
fresh, if casiflile. and kept in a pan 





lish form 





a large 


VOGUI 














2 decoration on the 
writer, Ww “ots songs have been 
Geraldine Farrar, and others 


HOSTESS 


f cold water until just before they 
ire needed. They should then b 
pared and chopped fine. After thi 
drain them and add lime juice and 
cayenne pepper to taste. Chill them 
thoroughly and serve them on lettuc 
leaves. If preferred, fresh green nep 
pers, chopped very fine, may be used 
nstead of cayenne 


BOILED CHICKEN 


Pluck and draw the chicken. It 
should then be well washed in two or 
three waters, with a little soda added 
to the last but one. Dry it well with 
a clean cloth. Fill both the crop and 
the body with stuffing. Baste a well 
floured cloth around the chicken and 
put it into a pot with enough boiling 
vater to cover it well. The hot water 
cooks the skin at once and prevent 
the escape of the juice. Stew th 
chicken very slowly for the first half 
hour and then boil it for an hour 


more, according to its size. 


lo make the stuffing, take three 
four cupfuls of brown crust cut fr 
pieces of stale bread. Put them in a 
lish and pour over them tepid water 
(not warm, which makes them soggy) 
Let them stand for one minute, then 
take a handful of the mixture at a 
time, squeezing it hard and dry and 
placing it in another dish. When all 
f the water is pressed out, toss it 
lightly through the fingers. Add about 
me-half a teaspoonful of pepper and 


of salt, and the same amount of sage, 


minced fine, half a cup of a but 
ter, and a beaten egg. Work it all 
thoroughly together. 


CAPER SAUCE 


Chop the capers, unless they ar 
ery small. Make half a pint of drawn 
butter, to which add the capers, wit! 
spoonful of the juice from th 
bottle in which they come. Let it 
simmer and serve in a sauce-boat 


SUSAN’S RICE PUDDIN¢ 
Mix in a_ baking-dish, two lev 


tablespoonfuls of rice, two level 
(Continued on page 156) 
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ERFECTION Of material and a Cheney Silk to contribute 
P execution are the secrets that degree of perfection which 
of thesmartfrockand,whether is the reward of more than 
it be for day or evening, for fourscore years of conscientious 
street or indoor wear, there 1s endeavor. 


Stores with a reputation for fine merchandise will be pretty sure te 
sell Cheney Silks either by the yard or in garments ready to wear. 





CHENEY BROTHERS 


4th Avenue at 18th Street, New York 


RAVISHING evening 
A wrap set out to be 
all of black Satin Panne, 
alluringly soft and shim- 
mery. At the very last 
moment, however, it just 
couldn’t resist the appeal 
of Illuminated Satin 
Panne, delicately _ pat- 
terned with roses. So, it 
combined the two with 
bands of fur, added a 
smart fur collar and cuffs, 
and matched the tint of 
the roses in a lining of 
rich Crépe Jersey. 
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AUTUMN 


5th Avenue at F314 St. New York 


Paris, 81 Rue de Rivoli LondonJ80 Regent St. 
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(Continued from page 154) 


spoonfuls of brown sugar, a pinch of 
salt, and one quart of milk. Cook the 
rice slowly for about two hours on the 
utside of the stove, stirring it fre- 
quently. When it is cooked and the 
milk somewhat reduced, put the pud- 
ding in a quick oven to brown. It 
will be of a creamy consistency. It 
may be served hot or cold. 

\fter this, the male expert gave 
several fish recipes. The first dish 
and evidently 
necessitates plunging in deep waters. 

He says: “Take all kinds of fresh 
fish, using only the filets cut into 
small finger lengths. Fry them in a 
hot batter of oil and parsley.” 

The fish he suggested are: bass, 
flounder, frogs’ legs, shrimps, or clams. 
He also suggested that they be served 
with a cucu! 
ing to the following recipe 

Boil the cucumbers with the skin 
on until they are tender. Peel them 
nd split them lengthwise in quarters. 
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ppead cream 


seems to have no name 


} 
ber sauce made accord- 








They are served W tl 


1 
cheese, 


CODFISH HASH 
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Put it in fi vire strainer, pour 
Kettle of | g water over it ar 
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wearing of light wraps becomes the 
mode, and great is the ingenuity which 
goes to the making of these wraps. 


Our grandmothers called such a wrap 


a “saute-en-barqu« which we 





can no longer apply since they are 


now worn, not for a sail on the lake 


or even a walk the woods, but with- 
in the house at dinner or during the 


igs Sf book, which the 
t of the country permits 
some years ago Ct nese r Ta 


evenings spent with 
q li 
panese 
: oe 
garments, rare antiques in brilliant 
colours, were in favour for such wear, 
but they have been too much worn, 
and the Parisienne no longer favours 


them. The latest of these little wraps 
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cooking it thoroughly. It should ther 
be served with crisp fried bacon, 


VEAL CUTLET A LA CREME 


One cutlet is cut three-quarters 
an inch in thickness and breaded th 
oughly. Then cut it into pieces tw 
and a half inches square. Put a tabl 
spoonful of butter into a thick bot 
tomed iron frying pan. When this 
thoroughly heated, put in the veal and 
fry it to a light brown. Next put 
enough hot water to keep the meat 
from burning, cover it tight, and set 
it on the back of the stove to simmer 
for an hour. When the cutlets ar 
ready to serve, remove them to a | 
platter. Put into a pan a cupful of 
cream, stir it until it is entirely heated, 
then pour it over the cutlets. TI 
makes a rich sauce. A broiled mu 
room on each cutlet is an excellent 
addition, 


SOFT GINGER BREAD 


To make this, mix thoroughly tw 

cups of flour, one cup of butter, lard i 
or drippings, (preferably bacon drip- ' 
pings), one cup of sugar, three eg f 
one teaspoonful of cloves, one table i 
spoontul of cinnamon, two cups ol a 
New Orleans molasses, and one tea- } 
spoonful of soda in a cup of sour milk f 
or buttermilk, with a scant teaspoon- 
ful of salt. Bake the bread in a mod } 

; 
erate oven. 5 


BROWN BREAD 


One quart of graham flour and 
pint of wheat flour are sifted togeth 
\ half cup of yellow 
level tablespoonful ol 
f dark brown sugar, and half a ye 
cake melted in lukewarm water 
added to the flour. Mix the i 
gredients. Add  « lukewar } 
water to make as stiff a dough as can | 
be stirred. Cover the dough car 
fully and put it to rise over night 1 } 
a warm place. In th 
ise for half an hour after being } 








1ougn 


1e morning, let it 


into the pans. Bake it in a moder 
ven. This makes two small loav | 
One more suggestion made is for 


sweet dish—a sort of fruit comp 
Combine several varieties of fr 

sugared fruit with a border of cold 

boiled rice mixed with cream. ‘1 

rice should be stiff enough to mal 
ring. White sugar syrup is p 

hot over the fruit, and the whole 

in the icebox. ‘The fruit is put 

f 


the ring just before 


l 
serving 


AT HER CHATEAU 
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are copied from the 
and have, like them, pagoda slee' 

and a rounding line at the bott 

and are longer in back than in fr 

In keeping with the original garment 

these wraps are of plain fabrics suc 
as faille or velours de laine, and t 
trimming consists of a garland in br 
embroidery which serves as a headit 
for a ruffle of lace which usua 
matches the black or white bead 
They are, as a rule, in light, brig 
colours.—bright blue, geranium red, 

lettuce green—, and it is essential tl 
they should afford a contrast with th 
gown, which is usually white, bla 
or blond colour. oA 
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HENNING 
Boot Shop 


579 Madison Ave at 577 St, 
FITTED BY CRAFTSMEN 
NEW YORK 
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Henning creations are 
inspired by the individ- 
uality and exclusiveness 
of our clientele. 
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The _ originations 
of the Henning 
Custom Depart- 
ment will surpass 
the expectations of 
London and Paris. 
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Slippers made from your own mate- 
rial to match all gowns. Also white 
satin slippers dyed any color. A com- 










plete assortment of evening slippers | 
] in silver, gold, and brocades of im- 
: ported Parisian materials carried in { 
stock. | 
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Carried in all leathers, sating 
= Carried in all leathers, sating ; ilt ‘ a. Carried in all leathers, sat- 
i a i 8, 86 8, silver and brocades. 
\ silver and brocades. /f >) neha samen ir ins, silver and brocades. 

















Made to individual measurement 

ls your own mater ial or ours. 
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Sivie No. 83 Deceloped in a high grade 
quality of Checked Gingham. The becoming 
collar and cuffs are inlaid with white pique 
and edged with bias bands of self material. 
Colors: Blue and white, Pink and white, 
Black and white Sizes: 36 to 46. 


Price. $6.75 (Pins duty to foreign countries). 
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PRESENTS 
“Miss Economy for Oct.” 


UST the trim, dainty frock you need, 
now that fall housework is in full 
sway. 


In it you can attend to your house- 
hold duties in perfect comfort, yet be 
ready to welcome unexpected callers 
knowing that vou look crisp, fresh, and 
smart. 


Like all “QUEEN MAKE” dresses, 
itis thoroughly well made, of excellent 
material, and cleverly styled. 


Most good stores feature “QUEEN 
MAKE” frocks, but if you do not find 
this model at your favorite shop simply 
send us your money order and we will 
have you supplied. 


“THE HOUSE OF QUEEN MAKE” 


I. GINSBERG & BROS., DEPARTMENT V 
29th STREET AT MADISON AVE. 
NEW YORK 
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WHAT THEY READ 


HILDREN IN THE MIST, by 
( Greorce Mappen MArtTIN. is a 


collection of excellent stories of 
the negro under the Id régime of 
slavery and in the bewildering new 
freedom of the last half century. These 
stories, while aaa interesting from 
the point of view of fiction alone, have 
a more serious interest in the sympa- 
thetic study which they present of the 
struggles of the negro with his new 
environment. The author, a descend- 
ant of the old régime, looks upon these 
dark people. as the South is wont to 
iook, with a kindly eye which sees them 
as overgrown children possessed of 
many virtues and of many limitations, 
limitations which, it seems to her, the 
new education has not sufficiently con- 
sidered. 

“If’, she says of her stories in the 
brief and pointed introduction, “they 

yicture thesé dark people not only as 
children, but as children groping 
through a fog, the arraignment is not 
f the negro, but of his sponsor, the 
white man. 

“These dusky children are no better 
than the white race for the proportion 
of good and bad among them, and no 
worse. If their development is slower 
than their white sympathizers would 
desire it, it is because we who brought 
them into our citizenship, and under 
our laws, have confused for them the 
simple first principles, not alone of 
right and wrong. but of rudimentary 
knowledge, and every day ideas and 
standards.” 

The stories follow a rough chrono- 
logical arrangement, from the first, 
which presents in a series of vivid pic- 
tures the flight of a white family and 
their slaves from the devastation of 
Sherman’s March to the Sea, to the 
last two, which concern the negro and 
the World War. “Fire from Heaven’ 


is an amusing and pathetic account of 





the effect of ~bigher education” on a 
mind as yet unprepared for it, and 
“Pom” is a clever study of the younger 
generation outgrowing the superstitions 
of the old. 


A number of books dealing with the 
negro qué stion in ways both interesting 


and illuminating have recently ap- 
peared, and the present volume is ¢ 
notable contribution to the series. It 


deserves reading D th for the justice 
of its views and for the excellence of 
its literary form. (New York and Lon- 


m: D. Appleton & Company.) 


CAPE CURREY, by Reneé Jura, is 


an unusual story told with no little 


kill and set against the unusual back- 
ground of Cape Colony in the early 
nineteenth century. It centers about 
the beautiful Georgiana and the whim- 


{ 


sical Dr. James Barry possessed of 
mysterious secret garden and a caustic 
tongue. The mystery is well sustained, 
and the atmosphere of the distant En- 
glish colony of a century ago is re- 
created with charm and a convincing 
reality. 

\ surprising number of people ap- 
pear in this book, and each makes a 
definite contribution to the interest of 
the story, which lies less in the plot 
than in certain very vividly realized 
scenes, such as that of the doctor and 
the child in the secret garden and that 
of the old Dutchman at the slave mar- 
ket. As a story, it is, perhaps, a bit 
disjoined, a bit imperfect in mechan- 
ism, but there is about it an imagina- 
tive quality not too often encountered 
in current fiction. (New York: Heary 


Holt and Company.) 
OPEN THE DOOR, by Catuarine 


CARSWELL, recently won a prize of 
two hundred and fifty pounds in Lon- 
don as the best first novel of the sea- 
son. It can not, in spite of that fact, 


be said to possess any overwhelming 
merits. It belongs to that type of book 
which, isolating a single strand fron 
the complicated web of life, present 
love—a very material love—as a sort 
of perennial obsession of the entire 
human race. Its final effect is to creat 
a maze bewildering to the normal mind. 
Boy, page the psycho-analyst. 

The opening of the door suggested in 
the title marks the change from an 
early life of severe conventionality to 
a life quite the reverse of conventional, 
which follows the marriage of a daugh- 
ter of a Glasgow family to a young 
Italian, who meets with death by acci- 
“nag shortly after. The vision offered 
by the open door is neither broad nor 
extensive. Near love, pseudo-love, 
and real love are its only elements, and 
it would require more than ordinary 
perspicacity to determine the principk 
on which they are differentiated. 

Many books of this type have ap- 
peared in England in the past few 
years, enough to create a definte class 
of modern novel. As illustrations of 
the entire futility of the new freedom 
for women, they are perfect—so_per- 
fect, indeed, that one can not but feel 
that the freedom which modern woman 
pursues with such enthusiasm must 
really be a thing of very different make, 
perhaps of a composition unknown to 
the authors of such books. Ellen Key 
has said somewhere some illuminating 
things as to the necessity that all real 
love should make due return in one 
form or another to society for its hap- 
piness and its right to existence. The 
love depicted in such books as this 1 
the most selfish of human emotions. 
It is not a world-building force, but a 
pastime. (New York: Harcourt, Brac 
and Howe.) 


THe WIDER WAY, by Diana Par- 

RICK, does not, as its publishers 
mistakenly announce, place the writer 
“in the front rank of contemporary 
writers of romance”. It has, however, 
qualities exceptional in a first novel 
The first half of the book, the story of 
Veronica’s childhood, is, in fact, very 
good indeed, but there is a_ steady 
diminution of artistic excellence from 
the point of the last visit to the old 
Karl of Swarthe, and the story of Ve- 
ronica’s love affairs and marriages de- 
generates into something too near 
melodrama to be called art. 

At its best, there is a pleasant 

lavour of mid-Victorian romance about 
the story, and its pictures of the En- 
glish country have a sensitive beauty 
which promises well. About Veronica 
herself, there are many obvious incon 
sistencies. She is too clever by far in 
some ways to be as inexpressib sly dens 
as she is pictured in others. In fact, 
her cleverness, her beauty, and her 
amiability are all a little overdrawn, 
so that she seems not quite a real per- 
son. Jennie and her family add some 
interesting episodes, but are insufi- 
ciently related to the main theme of 
the story, which, on the whole, fails of 
artistic unity. 

(he work of Diana Patrick would 
unquestionably seem worth watching, 
but it has as yet no inconsiderable dis- 
tance to travel before it places her in 
the front rank among her fellow writers 
(New York: E, P. Dutton & Com- 


pany.) 


HE BROKEN LAUGH, by Mec 

Vitrars, is the arresting title of a 
volume which proves to be one of the 
many books of the day written in sup- 
port of the thesis that feminine virtue 
may be independent of the “common 
law of marriage”. The leading charac- 
ter, Elizabeth Dalton, is created with 
a charm and an appealing human 

(Continued on page 160) 
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SPECIAL LOCOMOBILE SEDAN 
Designed and built for E. J. Allen of Defiance, Ohio 








Custom Department 
THE LOCOMOBILE COMPANY 





-WE SHALL KEEP FAITH - 








Operated by 
HARE’S MOTORS, INC 














The Brogue 
in 
Grey Buckskin 
Sor Wom en 


New York 
Boston 
Philadelphia 
Buffalo 
Cleveland 





Good Shoes are an &conomy 





HANAN & SON 


Chicago 
Pittsburgh 
St.Louis 
Milwaukee 
San Francisco 


Paris--London 























Chautteurs’ Outfits 
Specially Priced 


Smart and trig, as the 
pictures prove. And 
the style is backed by 
conscientious _ tailor- 
ing. Developed in 
splendid quality, all 
wool gray whipcord. 


Coat and 
trousers .....$45.00 


Overcoat ....$62.50 
Cap re eee se $4.00 


Order by Mail 


if located at a distance. 
Write for literature 
We'll send booklet of 
photos, Chauffeurs’ Ap- 
parel Chart indicating 
what garb is de rigeur, 
and measurement blank 
assuring a perfect fit. 


Bull Buthers 


Broadway at 49th Street New York City 
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| needed—no more. 
of food by burning. 
with the DuPLEX ALCAZAR. 
the instant automatic 
Kitchen is never too 
keep cool in summer; 
winter. Space is saved. 
three fuel capacity, 
old-style stove. 
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4 DupLeX ALCAZAR Ranges 
4 | styles to meet all needs. 

Nu | still holding the quality 

a | 

Ny | 

Ny i i 

Ni | For sections where gas 1: 
ae is a DUPLEX ALCAZ 
hil i oat or wood. 

Qh | 


412 Cleveland Avenue 


| The DupLex ALCAZAR is efficient and economical. It 
and easier cooking 
it makes a seven-fold saving of fuel, food, time, labor, 


Fuel bills are kept down 
Perfect heat control prevents waste 

Time is saved—you cook quicker 
Work is 
control. 
or too 
coal or wood—keep warm in 
The DupLex ALCAZAR, 
requires no more room than one 
Temper is 
harassed by mistakes made in cooking with an ordi- 


are made in types and 
The pioneer of its kind and 
lead. 
show you the one that should be in your kitchen. 





¥ ALCAZAR RANGE & 
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N The kitchen’s the Heart of Your Home. Don’t handi- 1 
Wn cap it with a “back number” cook stove. Enjoy cook- i ue 
St | ing. Install the up-to-date DurLtex ALcAzAR 3-Fuel i 
Mi Range, which will enable you to cook in comfort and ity 
Ml | take things easy the year ’round. WN 
ay The DupLex ALCAZAR is the original two-ranges-in- | HN) 
a) | one. It burns gas and coal or wood, singly or | III 
a together, and can be changed instantly from one to iy 
Ri il the other. If you want an exceptionally hot oven, | IR 
Ru | don’t put on more coal—just turn on the gas and let InN} 
it help do the work. NT 
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quality which both hold attention and 
vin sympathy, and her experiences ar¢ 
recounted with a restraint and fineness 
of feeling not characteristic of 


y ks o! thi: dhe, pe 

The opening ne in the milliner’s 
shop is a clever bit of work and gives 
confidence in tl ithor’s_ originality 
The story throughout is told with in- 
terest and with 1 vividness. which 
lends reality to even improbable events, 
but it lacks finished perfection of style 
and even juggles a bit at times with 
the king’s Englisl With the reader’s 
interest, Pea coang it does not juggle; 
whatever one’s moral convictions re- 
garding “Kissy” may be, one follows 


her adventures with interest and sym- 
pathy up to the unsatisfactory end. 


For the end is nothing more than a 
forced conclusion by the adventitious 
aid of an air raid. Death, after all, i 
not a solution of the difficulties cre- 
ated by the novelist; it is merely a 

ude cutting of the Gordian knot, dis- 
pater ie with the subtle skill which 
might have untied ‘i In this case, it 

ems in no wa the inevitable con- 
clusion of the stor] Rather it is as if 
the author, having boldly held to an 
ultra-modern \ throughout _ the 
story, suddenly came panic-stricken 
at the end lest the creation of her hand 
should seem to set the conventional 
moral code at naught with success, and 


urage to pl her heroine 
English house 


proving 


lacked the c 
at the head of a titled 
after devoting many pages to 


her worthy to fill that position and to 
showing a man sufficiently honourable 
and broad-minded to recognize her fit- 


(New York: Robert Mc- 


ness for it. 
Bride & Co.) 


FROM CRITIC AND ESSAYIST 


5 ay 


ORDEAL OF MARK TWAIN, 














by Van Wyck Brooks, is an ad- 
mirable critical study of the great 
American humourist and is, barring its 
somewhat didactic style, a very inter- 
esting piece of work. The starting 
point of Mr. Brooks’ argument is the 
ve in of bitter pessimism in Mark 
Twain’s later work which has been so 
n “ag die scussed in recent years since 
the public ation Is Man?” 
f Mr. Paine’s ex > biography. 

This pessimism the author of this 
latest stu ly seeks to explai as the 
— ion of an inner consciousness of 
, the self-reproach of a man who 





na great gift, knows 
he has not mad 
lo explain this 


having been giv 
in his own heart t 
1e greatest use ol! 











f ire Mr. 3rooks goes back to a de- 
tailed study of Mark Twain’s life and 
f the literary and s conditions in 
— during his lifetime. His con 

usion is that Mark Twain was by 
nature a satirist rather than a humour- 


ist, but that he never succeeded 


conquering completely his unfavour- 
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page 158) 


and attaining to the 
free and unfearing expression of his 
creative genius. In a word, he wrote 
down to his public instead of up to 


able environment 


the height of his abilities 
Unquestionably, the genius of Ma 

Twain is rated far lower by the pres- 

ent generation than by that previous 


in real 


generation which experienced 
life the force of his magnetic per- 


sonality, and that in itself would sug 
gest that he possessed a quality I 
genius which has not found complet 


expression in his works. Critics of to- 
day would hesitate to link his name 
with those of Cervantes and of Vol- 
taire, yet eminent who are still 
living have done so in the past. 

The present reaction, however, is 
perhaps no less excessive than the | 
vious glorification. When the balance 
is again readjusted, we shall perhay 
see a fairer weighing of the geniu 


critics 





which created “Huckleberry Finn’, 
“Tom Sawyer’, and “The Man That 
Corrupted ge apne i . Even 
there will be, would seem, sufficient 
ground to «Baa Mr. Brooks’ the 
that the pessimism of Mark Twain was 
the bitterness of a man who feels that 
the force of circumstances has been 
greater than the force of his own 


genius and that he has never fully de- 
veloped and expressed the gift which 
was his. (New York: E. P. Dutton 


& Company.) 


OT THAT IT MATTERS, by; 
A. A. Mitne, is a book of gaily 
amusing little essays, each with its 


own bit of substance, by a well-known 
contributor to “Punch”. Something of 
a revival of the art of the essayist is 


in progress at present, and Mr. Milne 
has written here one of the books 
which will advance that cause The 
character of the bo k is well suggested 


by the title, for the tone is casual, half 


jesting, with an undercurrent of seri- 
ousness to which, as the author inti- 
mates, the reader may or may not 


lend ear, as he pleases 

The essays are brief and their sub- 
jects various, from the reconstruction 
of a romance, after the manner 
Hawthorne, from dry records of an 
earlier day to such vital dern sub- 


jects as Prohibition and Week-ends. 
At its best the st y le is excellent, con- 
cise, pointed, with pleasant turns of 


a and not too many words \ 
decline of the essay 


Was marked 


t he 
by a superabundance of words ill-con- 


cealing a paucity of matter, so this in 
tself is a hopeful sign of its revival. 
The — has, of late, become 
much of a monopoly of the advertising 
lumns that one trembled for it 
uture as a literary form A doubl 
welcome, therefore, its return t 
its just place in prof and amus- 
ing commentary on the life of the day. 
(New York: E. P. Dutton & Company.) 
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V401 
In srey suede 
In patent leather 
In black russia 
In tan russia 


Frice $2029 


V193 
In black russia 
Frice $10% 


In - ten russia 
or white buck 


Frice $i? > 





Foy Lua Ie 


Orders—-by—Mail 


receive prompt and 
efficient response 
denoting the interest 
and personal care with 
which they are filled 


415 Afth Avenue 
New York City 


"V 382 


In grey brown, or 
black suede, black 
russia, patent-lea- 
ther-and-suede com 
bination, or white kid 


Frices $17 t. $212 
In black satin 


Trice $15 


V19l1 
In black or 
tan rain 


leather 
Frice $l19°% 
























































UNIFORMS 





MAIDS' | 













Neat, natty and strict- 
ly in approved style 


LAIGLON 
Maids’ Uniforms 


give that economical service 
which can only be assured by 
combining finest gradematerial 
with expert workmanship and 
conscientious care in making. 


In all good stores 
NEW STYLE BOOK 


on request, illustrating 
latest styles in wash | 
dresses, maids’ and | 
nurses’ uniforms; | 


BIBERMAN BROTHERS, Inc. 
15th and Mt. Vernon Streets 
PHILADELPHIA 
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are and always have 
been made for those 
who demand the un: 
qualified best. Such 
buyers know that 
the best is also the 
least expensive. The 
cost of shoes is 

the cost per year-not 
e price per far. Yet 
Martin G& Martin 
shoes are not expen 
sive, judged solely 
by the price per pair. 
ey are honestly 
priced on the basis of 
intrinsic value alone 
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THE FLUCTUATING 


UST as one is becoming somewhat 

used to the short  bathing-suit 

sleeves that seem ever receding 
from the long gloves that are never 
long enough, and as elbows are being 
displayed wholly without trepidation, 
it 1s whispered from the salons of the 
great couturiers of Paris that the ex- 
ceeding tight and the exceeding becom- 
ing sleeve of not so very long ago 1s 
returning again. 

It seems only yesterday that the 
Paris model was removed from its per- 
fumed wrappings and donned with 
perturbation. One ventured forth 
feeling strangely milk-maidish, super- 
informal, and dégagé, just because the 
arms that had been hidden so long 
from the sun and the public eye, were 
so extremely present And now that 
every one has grown used to that care- 
less don’t-care-if-my-gloves-are-on-or- 
not feeling and has just become un- 
conscious of any peculiarities about the 
elbow and has found so many nice 
spots to lean on, this change seems 
almost too much. As soon as the com- 
forts of a style have been discovered, 
it must be discarded 


THE EVER-CHANGING SLEEVE 


Yet it has always been that way, 
it would appear. Delving into the 
archives of the past, by means of 
family albums, one finds that sleeves 
have been more tortured than almost 
any other part of the garments de- 
signed to harass the uls of women. 


Our grandmothers had their troubles, 
tor The} must have been so thor- 
oughly enjoying their little, short, 
puffed sleeve f the First Empire, 
sitting high up on their shoulders— 
sleeves that have been persistently 
picturesque ever since, which is more 
than can be said for some that have 
followed—when suddenly the long 


drooping shoulder and the bell sleeve 


set in very low on the arm became thx 






fashion. With the scent ld-time 
gardens comes a memory of the lacy 
cling of mitts on white fingers and the 
arched rustle of frilled pantalettes 
about slim ankles, and the littk puffed 
sleeve came | ack for a brief visit with 
Kat Gsreenawa' 
“5 
In r Gr er Cleveland 
period, with the entrance of the trim 
tailor-made girl clad in basque and 
] 1 } hideo y 
bustle, came the 1deous SauSaxe 
leeve stuffed at tl and bulging 


ulder seam. This style 
lingered quite a while, varied a littl 
at the top by epaulets and cape ef- 
fects and flattened considerably by 
berthas. 


THE ATROCITY OF A SLEEVE 


The bish p sleeve came ne xt, very 
large and baggy from shoulder to wrist 
and, entirely forgetful of its dignified 
origin, ever draping itself into the 
soup. The gigot, better known as leg- 
of-mutton, automatically followed with 


all the fulness concentrated between 


VOGUE 
SLEEVE 


shoulder and elbow. Some of these 
atrocities claimed three yards of ma- 
terial, and wanton and wasteful they 
seem now. ‘They persisted for quite 
a while, a slightly—but very  slighth 
smaller version lapping over into the 
era of the Florodora Sextette. better 
known as the “First Hundred Thou- 
sand”. ‘That these sleeves did not 
spoil all of their chances simply proved 
that nothing could. Even more re- 
pressed, but still holding their own, 
they enveloped the Gibson Girl, but 
failed to detract from her cold im- 
pervious beauty. 


SLEEVES PLAIN AND ELABORATE 


Then, to the joy of all, the plain 
tailored sleeve with the flat ungath- 
ered top made its appearance. The 
favgurite street costume of that time 
incllided a high lace collar, flat wide 
hat, and those perfectly normal sleeves 
That was almost a sane time—all but 
the collars. They rose in the proud 
consciousness of being made of rea 
Irish lace and ornamented by a 
cading and ruffling jabot and _ pro 
ceeded to do all in their power t 
choke the uncomplaining wearer. The 
blissful state could not last, however 
and soon back came the bell sleeve, 
although, fortunately, the top remained 
unchanged, and then followed the 
mandarin sleeve, lavish with embroi- 
dery and brilliant linings, and the 
mousquetaire also, shirred from the 
shoulders to the wrists. The flowing 
angel sleeve appeared at this period 
half revealing, half concealing It 
billowed and clouded to the hem of 
the skirt and then repeated the motior 
back again. Where it began, wa 
vaguely perceived, but where it ended 
could never be anticipated. Some- 
times it caught on somebody’s spangle 
and then again on somebody elses’ cuff 
buttons. 

Everything looked dark until the 
tight sleeve came back again, more 
moyen-age, more active at the wri 
but the same old friend. It gave 
savoir-faire and a feeling of graciou 
ness, and hands seemed like lilic 
drooping from their dark sheaths 
Once more the shape of the arm itself 
was vindicated and, no longer con- 
cealed by strange puffs above or al 
normal billows below, the natural pro- 
portions were recognized and admired 

Of course, there is such a thing a 
going too far in the search after truth 
Sometimes the object of analysis be 
comes bashful and disappears alto- 
gether. That is what happened to th 
vanished sleeve of the eveninz gown 
The fluctuation of the cuff is a ven 
sensitive and uncertain variable, and 
at any moment, there may be a sudder 
drop from shoulder to wrist. One m¢ 
ment the barmaid sleeve appears and 
the next, the long ones of exceeding 
tightness. They do sound comforting 
for winter, but what is to become of 
dozens and dozens of long gleves? 
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16 EAST 56T STREET ‘ : 
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| | iis Al] The crowning attribute of love 
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A ] 1} E woman 1s cleanliness 
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Y Ve Imported knitted the gowns of dainty 


motor wrap ia . 
; Pd ia) B |i) women. 
tllustrated $95. 


EL) 


N: —— . (fe ‘ 
BAAN MMM MM Catalog on Request 


Puts you in the ‘“‘game’”’ whatever it may | NA [AD 


be, with the comforting consciousness 


that you are properly attired. | | DRESS 


Moderate Prices Splendid Assortments 
Golf, Riding, Motoring, Shooting, Walking, Etc. | | S H T E if DS 


DAVEGA | Biceecee “omen | 


“The Sportsman's Paradise” iil ae pete i seekee 
COMMODORE HOTEL a THE CE.CONOVER CO. 101 FRANKLIN ST. fF 
111 East 42nd Street New York : Oowm 
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1] Workm anship 

| as the Stee/ 

* N thousands of homes there ITY 

; | are UNIVERSAL Shears that on yop 
' —after years and years of ser- No. 20 $1.75 to $3.25 
i. 


vice—are still ready and FIT 
for every task. 











“Master cutlers for over a half- 


ra 






century” are the men who a | 
forge, temper and finish PB 
UNIVERSAL Household Cut- = { <—S : 
lery. “UNIVERSAL / 

Knife and Fork Set ' 


Each piece is an object worthy No. V1909 $14.00 








of their highest skill. Each 
blade and handle is selected and _—. Tn } 
adjusted to be as nearly 100% —= a } 
perfection as human skill and UNIVERSAL 
ingenuity can achieve. er 74 = 

o 






At Hardware, Hous No. 3303 $1.25 


- furnishing 









Jewelry and Debartment Store 2 rae OES 

you'll find UNIVERSAL Cutlery as 
for the kitchen, dining room, sewing a 

room and general household use. UNIVERSAL 






Cook's Knife 


Write for FREE booklet No. 144 en 1a" 
oO 
No. 3191 $.80-$4.00 


THE TRADE MARK KNOWN 









IN EVERY HOME 


LANDERS, FRARY & CLARK 


Master Cutlers and Silversmiths for 
over Half a Centu’ y 


New Britain, Conn. 














UNIVERSAL 
Carving Set 
No. 04411 $16.50 
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of TOWN 


(Continued from page 79) 


The vegetable booth wa most 
amusing with various dis- 
played in farmer’s straw hats instead 
of in. baskets. Two little — strings 
through the brims of the hats made 
them quite practical for carrying home 
large quantities of squashes or corn. 

Mrs. Le Grand Griswold was much 
admired in her sports sui chamois 
colour, which was completed by a 
large hat of Veronese green straw cir- 
cled with many yellow pond lilies. It 
was noticeable that pleated skirts were 
very little worn. Short, tight, cricket 
flannel skirts and white tweed ones 
seemed to be well liked and were 
often seen with white wool sweaters, 
to which one smart woman added a 
bottle green straw sailor, matching 
marquisette veil, and white wool 
stockings with dark green clocks. 

Mrs. James Terry wore one of the 
prettiest gowns of the afternoon. 
This was a delicate cotton tissue 
with orange stripes on which danced 


wares 


t 
ItS 





+ f 
sult Ol 


little, black, embroidered Greek fig- 
ures and fauns. Her big black 
hat had a compact wreath of 


black ostrich, and her loose moire sash 
tied in a huge bow on one side. 
Mrs. William Burton looked 


smart at the fair, | smarter as 


also 
but even 
she returned to town after her week- 
end. For travelling, she wore a cos- 
tume of the utmost chic, a cape-frock 
of light grey 


woollen material striped 
with black in narrow 


and wide lines. 
The cape fell in circular points on the 


CORRECT 


the formation 


Owing to of a 
knee, it is 1 re lificult for 
than it is 


woman § 


her to secure a perfect ht 


for a man. Women with fat legs had 
better never ride astride—a custom, 
by the way, which is very seldom seen 
in the parks of any other country,— 
they should content themselves with 
the side-saddle. A habit skirt covers 
a multitude of Particular atten- 
tion should be paid to boots, and the 
cross-saddle w ist consider this. 
Again with regret t must. be 
stated that English boots are best 
Those made here are not apt to fit as 





) 

tight at the top, or to be as straight 
down the back of the leg. A_ boot 
which bulges ever so at the 
calf is unpardonable. we not 
all seen the flaring tops, the wrinkled 
ankle, and the turned-up toe of the 
boots worn by the hunting chorus of 
the musical comed 

Many fancy waistcoats are shown, 
and most of them had best be avoided. 

There are, perhaps, six good habit- 


makers in New York, and there are 
some few other places where satisfac- 
tory riding-clothes can be bought 
ready made. If a woman is quite sure 
that she knows the right cut, and the 
way things should look, it might be 
safe to go to one of the big shops for 
habits or breeches; but unless one 
does know, the sales-people will nat- 
urally try to sell their conception of 
what “every one” is wearing, and it 
may be awfully bad. Some of the shops 
have realized this and have tried to 
get in experts, but it is safe to say 
that if one does not know oneself, it 


is better to get a friend who does to 


go shopping with one 


Sporting clothes are almost as dif- 
ficult and technical as uniforms and 
really do require special knowledge, 


sides over a narrow tight skirt of th 
same material. A big grey hat face 
and crowned with black velvet mad 
her a charming picture. 

Is it because the dressmakers, ta 
lors, and milliners have all moved uy 
town that so many of the well-know: 
younger women have turned their af 
fections this summer to the restaurant 


up there and are to be seen lunchins 


among the candy boxes and chintz 
covered chairs at Sherry’s on Fifty 
eighth Street, or 
shaded dimness of the fountain roon 


at the Plaza, so cool with its dripping 
and 


water, green with its box-trees 
palms? One hot day Mrs. Neilsor 
Vanderbilt looked exquisitely fresh an 
charming while lunching there in 
dark blue dotted Swiss frock witl 
many little frills of white ribbon 
the sleeves and skirt and tying rout 
her waist in rows of tiny bows. H 
blue hat, bound with silver tinsel, h 
a wreath of white blondine feathers 
But pleasant as town restaurant 


penetrating — th 


may be made, there is something to 


be said for the secluded freshness 
the country inn. One can 
perfectly sure whether it is a love 

antiques in a charming setting or 

passion for chicken salad sandwich 
and maple sugar wafers which tempt 
so many New Yorkers to the hospit 
able doors of Raynham Hall Tea-Hou 
at Oyster Bay, built in 1740, and on 
of the loveliest bits of New Englan 
architecture to be found anywher 


never be 


SPORTING CLOTHES 


m pa 00 
so no one need be ashamed of not be- 


ing “up” in them. It is quite an 
to be dressed so well, simply, and « 
rectly, that one can lunch with a lar 


party of overdressed people and then 


play golf or tennis looking perfect 
turned out for each 

A hat should be large enough to g 
shade to the eyes while playing gam 


occasion 


but small enough not to blow, and 
with a brim which will hold a veil 
required; white duck skirts, larg 
enough to take a good. step in; pl 
shirts, giving freedom to the arn 
with sleeves short or long to suit 
convenience of the wearer. Th 
shirts may appear very plain—a! 


should appear so—, but they car 
pleated and trimmed with real 
and be lovely creations, though wit 
out unduly large frills or collars, t] 
might blow at some critical point 


the game. The very plain tail 
shirt, like a man’s, has rather gor 
out of fashion. White wash cl 


for games in summer are perhaps 
most satisfactory, but there are n 
pleasant additions and alterations. \ 
white may be worn with a sleev: 
sweater (one like a waistcoat, not 
little tight-fitting affairs one 
some bright colour and _ stockings 
match. This is not new, but it alv 
looks nice. For cooler days, suit 
jersey cloth, made very plain, wit! 


sees 


hat to match. If this suit is 
enough, white wool _ stockings 


white shoes look well; but if the 
sey cloth is dark, brown shoes 
stockings, or white buckskin 
strapped with brown and brown 
ings, would be better. Wool stock 
should be worn much more than t 
are for all games and for wall 
Silk stockings hurt the feet and d 
look appropriate. 
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I'll reduce the weight of any woman 
at home—witha talking machine! 


My quick reduction course restores a — = 
normal figure in six short weeks. You can 
now take my instruction at home—through 
my personally dictated records. It isn’t a bit 
hard, and my voice directs every move. 


My method makes play of reducing 


Reducing the Wallace way is fun. Each lesson leaves 
you eager for the next. I tell you just how to do the exercises, 
and count for you throughout the lesson. My interesting rec- 
ords will make you exercise—to music. You'll no more think 
of the exertion than in dancing. Your enthusiasm will grow 
as you see and feel results. They come quickly. 
Superfluous flesh simply cannot withstand my 
natural methods of reducing. 























No matter how stout you are 


—or where you are too fleshy; my course 
speedily reduces you to normal proportions. 
Your figure will become supple; your carriage 
and poise what they should be. 


My instruction by records is just as direct and result- , : 
ful as if I stood before you. More convenient, for you instruction, photographic poses of first reducing ex- 
take your daily lesson of twenty minutes whenever you : ercises, price, terms. No obligation. 

like, in absolute privacy, without restraint. Ee ee | 









Your first lesson FREE 


Coupon brings this personally dictated record of 














W 182 West Jackson 
Don’t pay for my services ALLACE Boulevard CHICAGO 
until I demonstrate their value 1 Send prepaid, in plain wrapping, record for free lesson, prices, terms and 
: f complete information I will return within 3 days or send my enrollment for 
I’ll put you through one lesson free, to prove what my J entire reducing course with first payment of $5 
course is worth. Then decide whether you wish to reduce ieti : 
this quick, effective way. I have only one thousand records to ie a ee OS ean ee a at ase 
spare for this free demonstration, so please make prompt use of the coupon. { A . 
g Bt. ENO... cece eee eee cece eee e eben cence tence ee eeeceneseeeeenceeess 
: : : . | og eee ee eee Stat 
NOTE—The Wallace establishment in Chicago is a large institution, now in its thirteenth year. E 
It has recently had wide publicity in newspapers and on the screen, through its astonishing I Hare you o. ’ What, 
achievements in reducing special classes of unusually stout persons g talking machine?.......eeeeeeceereceeveees MAKE? cee ecececeseees ‘ 
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Elcaya Face Powder — Elcaya Rouge 


» Powder al / 
+.) s,s 
“% Yowder always shows 
a A ski 
52 “ 
, on a rough skin 
fi D° you realize that your skin would look twice as 
nice if you used a finishing cream every time 
before you put on face powder? 
grote. va 10c to 50¢ 
/ Begin today to make your skin more 
I beautiful by this easy formula: Nias according to size 
it A little CREME ELCAYA 5 2 
d rubbed gently into the skin; oe X ; 
then if sow need color, a litle The only way to be sure of powder puff 
icaya Louge spreac careyull . . . . . 
over the cheeks ‘before thi perfection is to insist on the ‘‘Hygienol.’”’ 
Cream is quite dry, an¢ a ter 
( that, the flm of fece powder It At the better Drug and Department Stores. 
os Your Dealer Has Elcaya a 
oo and Has Sold it for Years ) 
“4-3 CREME ELCAYA is the original non-greasy dis- a 
te” app ot 4 t _ a at wae pentane first a Ye 
} New ork in 00 ‘oda sp y and superiority Ty 
air) are acknowledged throughout he wexka — Ay : Sterilized, Lambs Wool 
XY Creme Elcaya Elcaya Cold Cream h TO) "4 D) al 22 PUFF 





MAURICE LEVY 
120-122 West 41st Street Hygienol Building New York 
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The Three Piece Suit— 


A street suit that turns into an afternoon 
dress by slipping out of its good-looking sleeve- 
less coat—that’s one of those things which 
every woman needs. 

“Surprise” is in sand duvetyn and navy blue 
satin, with a black velvet hat lined with duvetyn 
and a muff of that fascinating new fur—Slynx. 


Stein 2 Blaine 


13 and 15 West 57th Street, New York 
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BALTIMORE 


Winans. On August 12, in London, 
Walter Winans. 


BOSTON 


Adams.—On August 9, Melvin QO. 
Adams. 


Ware.—At the American Hospital, in 
Paris, Gordon Ware, son ot Arthur L 
Ware. 


CHICAGO 


Waller.—On August 3, James Brecken- 
ridge Waller. 


PHILADELPHIA 


Wanamaker.—On August 20, at At 
lantic City, Mary Brown Wanamaker, 
wife of John Wanamaker. 


Winpenny.—On August 1, Anna Gilpin 
Winpenny, wife of the late Marshall 
Winpenny. 


PITTSBURGH 


Linder.—On August 1, at Twilight 
Park, New York, John Albert Linder, 
junior, son of John Albert Linder 


ST. LOUIS 


Wickham.--On August 4, in James 
town, Emily Caten Wickham, wife of the 
late Edmund F. Wickham 


V\ASHINGTON 


Gheen.—On 3 Avgust o, at Atlantic 
City, Edward Hickman Gheen, Rear-Ad 
miral, U. S. N., retired 


Hutchins.—On = August 9, in Pekin, 
China, Charles T. Hutchins, Rear-Ad 
miral, U. S. N., retired 


Snow. On August iw, Alpheus H. 
Snow, husband of Margaret Butler 
Snow 


Engagements 


NEW YORK 


Butterfield-Coffin. Miss. Catherine 
Butterfield, sister of Mrs. Gorham Ba 
con, to Mr. William Sloane Coffin, son 
of Mr. Edmund Coffin, 





Di e-Si d Miss Marion Ca 
rey Dinsmore, daughter of Mr. William 
B. Dinsmore, to Mr. Francis May Si 
monds, junior, son of Mr. Francis May 
Simonds. 


Rogers-Thompson.—Miss Mary Milli 
cent Rogers, daughter of Mr. Henry H 
Rogers, to Mr. James M. Thompson 


Ward-Bamford._-Miss Miriam S. Ward, 
daughter of Mr. Sidney F. Ward, to Mr. 
Walter Henry Bamford, junior, son 
Mr. Walter Henry Bamford 


Wendell-Drake.—-Miss Ann Catherine 
Tredick Wendell, daughter of Mrs. Jacob 
Wendell, to Mr. Francis Collingwood 
Drake, son of Mr. John Ramsey Drake, 
of Saint Albans, England 


CHICAGO 


Donelson-Case.-.Miss Katharine Dex 
ter Donelson, daughter of Mr. Dexter P 
Donelson, to Mr. Gaylord Jones Case, 
son of Mr. Ward Hubbard Case 


NEW HAVEN 


Wells-Barney.. Miss Gertrude Wells, 
daughter of Professor H. L. Wells, to 
Mr. Danford Newton Barney, junior, son 
of Mr. Danford Newton Barney 


PHILADELPHIA 


Barnes-Geyelin.—Miss Cecily Barne 
daughter of Mr. John Hampton Barnes, 
to Mr. Emile Geyelin, son of Mr. Henry 
Laussat Geyelin. 


ST. LOUIS 


Woods-Kauffman. Miss Frances 
Woods, daughter of Mrs. John Parkman 
Woods, to Mr. Edgar Kauffman, son of 
Mr. Frank E. Kauffman 


SAN FRANCISCO 


Graham-Warren.— Miss Geraldine Mil 
ler Graham, daughter of Mr. William 
Miller Graham, to Mr. Whitney Warren 
junior, son of Mr. Whitney Warren 

(Continued on page 168) 
























































October 


All Silk Satin 


NDER a top-coat, there’s 

nothing that looks so well as 
a dark satin frock! It serves so 
many purposes that it is really 
economical, too. 


A satin with the rich lustre of 
Goetz* All Silk Satin is as smart for 
formal wear as it is for the street. 
It drapes gracefully, and you do not 
tire of smart, one-tone colorings as 
you do of a figured silk. 


You'll find all the desirable shades 
—evening and suit colors in Goetz 
All Silk Satin and staple colors in 
Goetz Taffeta. 


The name “Goetz” is woven in 
white in the selvage. 
GOETZ SILK MFG. CO. 
Madison Avenue at 34th St. 
New York 




















| ILY ° [-RANCE 
CORSET 


I 
| 


he Lily of france 
‘is a beautiful 
corset.worn by 
beautiful women 
to make them 
more beautiful. 


2 Ey 


») Se 
Jrices *5 ta 750 


oy a ee a - e 


LILY or FRANCE CORSET Co. 
303 Sixth Ave. New York 
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The Finest 
Dish 


Breakfast ever brings 


Grains puffed to bub- 
bles, eight times nor- 
n mal size. Made into 
C food confections 
which, with cream 
)and sugar, seem like 
fairy foods. Never 
were cereals made 
half so delightful. 


Queen of All Grain Foods 


The three Puffed Grains form the greatest 
foods one can imagine. The texture is dainty— 
bubble-like, crumbling at a touch. The flavor 
is nut-like. Blending with cream there is noth- 
ing so delicious. 

The three grains supply variety. The ways of 
serving are endless. And, unlike most good 
things, their use need never be restricted. 


The Perfect 
Dish 


At supper or bedtime 


Puffed Wheat in 
milk—a_ practically 
complete food in its 
most enticing, most 
hygienic form. 
Whole wheat in na- 
tive form, toasted, 
flavory, flaky — four 
times aS porous as 
bread. 









Supreme in Nutrition 

Puffed Grains are also the scientific grain foods. They 
are made by Prof. Anderson’s process. Every food cell 
is blasted by steam explosion. Digestion is made easy and 
complete. 

Here are all the whole-grain elements so treated that 
every granule feeds. Each delicious serving brings a child 
the utmost in a food. 


PUFFED PUFFED CORN 
WHEAT RICE PUFFS 
All Bubble Grains—Flimsy, Flaky, Flavory 
And now a new delight 
PUFFED RICE PANCAKE FLOUR 


The Quaker Oats @mpany 


Sole Makers 
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(Continued from page 166) 


SCOTLAND 


Mitchell-Baldwin.—Miss Jennie Maria 
Hermine Mitchell, daughter of Mr. John 
Mitchell, to Mr. Elbert Baldwin, son of 
Mr. Elbert Francis Baldwin, of Lake- 
wood, New Jersey. 


SEATTLE 


Keith-Macklin.—Miss Eleanor Keith 
to Lieutenant William A. S. Macklin, 
J. S. N., son of Commander Charles F. 
Macklin. 


SOUTHERN CALIFORNIA 


Hansen-de la Fraiture.—Miss Ottilie 
Frances Hansen, daughter of Mr. Otto 
R. Hansen, to Charles de la Fraiture, 
Count de Coudenhove, of Paris. 


Wedd ings 





NEW YORK 


Anderson-James.—On August 21, in the 
chapel of St. John’s-in-the-Wilderness, 
Paul Smith’s, Mr. Henry Hill Anderson, 
son of Mr. Henry Burrill Anderson and 
Miss Helen James, daughter of Dr. Wal- 
ter B. James. 


Barrymore-Thomas.—On Anguet 5, at 
the Ritz-Carlton Hotel, Mr. John Barr 
more and Mrs, Oelrichs Thomas, deuth- 
ter of Mr. Charles May Oelrichs. 


Boyd-Whitlock.—On August 19, at the 
home of the bride’s mother, Mr. Robert 
Edward Boyd and Miss Marjorie Whit- 
lock, daughter of Mrs. Benjamin Morrie 
Whitlock. 


Boyer-Hill.—_On September 18, at the 
home of the bride’s parents in Green- 
wich, Connecticut, Mr. Maurice Boyer, 
son of Mrs. George Bosquet, of Paris, 
and Miss Katharine Hill, daughter of 
Mr. Percival S. Hill. 


Coppiper- Van Norden.—On July 24, ia 
Kentucky, Captain Arthur P. Coppinger 
and Miss Cora Langdon Van Norden, 
daughter of the late Warner Van Norden. 


Cross-McCook.—In September, at the 
home of the bride’s uncle, Mr. Charles 
B. Alexander, in Tuxedo Park, Mr. Eliot 
Cross, son of Mrs. R. James Cross, and 
Miss Martha McCook, daughter of Mrs. 
John J. McCook. 


On September 28, in the 
Chantry of St. Thomas’s Church, Mr. 
Thomas A. Dent, junior, son of Mr. T. 
Ashley Dent, and Miss Louise McAllis- 
ter Jongers, daughter of Mr. Alphonse 


Dent-Jongers. 


Jongers. 

Evans-Strong. On August 14, at 
Roque Bluffs, Maine, Mr. Almus Pratt 
Evans and Miss Margaret Longfellow 


Strong, daughter of Mr. Charles Howard 
Strong. 


August 28, at the 
country home of the bride’s parents, 
Rocklawn, Garrison, Mr. Henry Forster 
and Miss Helena Livingston Fish, 
daughter of Mr. Hamilton Fish. 


Forster-Fish.—On 


Harper-Moulton.—On September 10, at 
the country home of the bride’s uncle 
and aunt, Mr. and Mrs. William Ayrault 
Hazard, at Cedarhurst, Mr. J. Henry 
Harper, junior, son of Mr. J. Henry 
Harper, and Miss Margaret Moulton, 
daughter of Mr. Franklin W. Moulton. 


Munroe-Sedgwick.—On September 25, 
at “Fair Croft,” Portchester, the coun- 
try home of the bride’s aunt, Mrs. J. 
Rich Steers, Mr. John Munroe, son of 
Mr. Henry Whitney Munroe, and Miss 
Adelaide E. Sedgwick, daughter of Mrs. 
Harry Sedgwick. 


Preston-Baldwin.—On September 25, at 
the country home of the_bride’s_par- 
ents, Shallow Brook Farm, Mount Kisco, 
Mr. William Thompson Preston, son of 
the late Ralph Preston, and Miss Fanny 
T. Baldwin, daughter of Mr. Joseph 
Clark Baldwin. 


Remington-Clark.—On September 4, at 
the country home of the bride’s parents, 
in Lenox, Mr. George C. T. Remington 
and Miss Beatrice "Clark, daughter of 
Mr. Thomas Shields Clark. 


Rushmore-Williams.—On August 16, at 
Cobourg, Ontario, Canada, Dr. Edward 
Cary Rushmore and Miss Olive Louise 
Williams, daughter of Mr. Frank Wil- 
liams. 


On September 17, in the 
Madison Avenue Presbyterian Church, 
Mr. Harold Phelps Stokes, son of_Mrs. 
Anson Phelps Stokes, and Miss Eliza- 
beth Miner King, daughter of Mr. Oliver 
Wolcott King 


Stokes-King.- 


Van Tuyl-Gladwell.—On August 2, 
Mr. George C. Van Tuyl, junior, and 
Mrs. Lewis Gladwell, daughter of the 
late Isaac La Mour. 


BALTIMORE 


Mills-Hack.—In August, Mr. F hn 
Mills and Mrs. Frederick Home Hack. 


BOSTON 


Fouchere-Little-—On August 11, at the 
home of the bride, Mr. Leon Fouchere 
and Miss Grace Little, daughter of the 
late John Mason Little. 


Inches-Ayer.—On August 7, in Bath, 
England, Mr. Henderson Inches, son of 
Mrs. Charles E. Inches, and Miss Eliza- 
—_ Ayer, daughter of the late James B. 

yer. 


Macdonald-Robinson.— On September 
18, in the Unitarian Church, in Duxbury, 
Mr. Malcolm V alentine Macdonald and 
Miss Rebekah Robinson, 
Mr. Channing Robinson. 


daughter of 


McKean-Sargent. — On uly I, in 
Kiegs os Cmapel, Mr. Quincy Shaw McKean 
Miss Margaret Sargent, doughter of 

= late Francis W. Sargent. 


CHICAGO 


Lobdell-Caldwell—_On September 4, 
Mr. Harrison Lobdell, son of Mr. Harr 
H. Lobdell, and Miss Jane Caldwell, 
daughter of Colonel Merrill Caldwell. 


Shepard-West.—On September 18, at 
the country home of the bride’s parents, 
Court Hill, Pittsfield, Massachusetts, 
Mr. Perry } M. Shepard and Miss Eleanor 
Ogden West, daughter of Mr. Frederick 
T. West. 


MINNEAPOLIS 


Binder-Walton.—On August 24, at the 
home of the bride’s mother, Mr. Carroll 
Binder and Miss Dorothy Walton, daugh- 
ter of Mrs. Edmund G. Walton. 


PHILADELPHIA 


Alevra-Norris.—On September 4, at the 
summer home of the bride’s parents, at 
Narragansett Pier, Rhode Island, Lieu 
tenant Raoul Alevra, delegate of the 
Roumanian mission to Siberia, and Miss 
Dorothy Norris, daughter of Mr. Alfred 
E. Norris. 


MacDonough-Mitchell.—On August 18, 
at the home of the bride’s mother, “Re 
culver,” in West Chester, Mr. Dent W 
MacDonough, son of Mr. Joseph Ma 
Donough, and Miss S. NVorthington 
Mitchell, daughter of Mrs. John 
Mitchell. 


Toland-Groome.—On September 11, in 
St. James’s_ Church, Warrenton, Vir 
eg Mr. Robert Toland, second and 


Miss Susan Townsend Groome, daugh- 
ter of Mr. Harry C. Groome. 
QUEBEC 

Greene-Duncan.—On August 18, at the 
country home of the bride, Alabama, 
Beaurepaire, Mr. William Millbury 
Greene and Mrs. Maximillian Eugene 


Duncan. 
SAN FRANCISCO 


Clark-Hall.—On August 5, in the chan- 
try of St. Thomas’s Church, Mr. William 
Dearborn Clark, son of Mr. Warren D 
Clark, and Miss Barbara ~ daughter 
of Mr. Percy Heywood Hall 


WASHINGTON 


Hoyt-Bankhead.—On August 18, at Bar 
Harbor, Maine, Mr. Morton Michael 
Hoyt, son of Mrs. Henry M. Hoyt, and 
Miss {songe Bankhead, daughter of Mr 
John H. Bankhead. 


Keyser-Capers.—On September 2, Ma- 
jor Ralph Stover Keyser, U, S. M. C., 
and Miss Ceettante Capers, daughter of 
Mrs. John G. Capers. 


Patterson-Reeve.—On August 14, in the 
Epiphan Church, Lieutenant - Colonel! 
Robert Urie Patterson, Medical Corps, 

~ & Ay and Miss Eleanor Reeve. 








Weddings to Come 





SPAIN 


del Barco-Alba.—On October 7, at t! 
Spanish Embassy in London, Marches 
San Vicente del Barco to the Duke « 
Alba. 
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Shirley Mason 
Fox Film Star in 


a 
Sis Hopkins Middy 





Bliss mesh bags, vanities— 








The mark of quality 


alluring bits of femininity 


igs they beckon and nod as they 


flash and gleam in the light! There 


is the shimmering smoothness of the Bliss 
Nile-gold mesh bag, with engraved top, 
and sapphire-tipped catch. And the Bliss 
Vanity case, with the delicate stripes of 
green gold and red gold. And Bliss neck- 
laces, twinkling with colors of ruby and 
topaz, or glowing with the green of old- 
world jade or the rich black of onyx! 


Write for a copy of the fascinating Bliss 
Notebook, with its bizarre green cover 
and smart drawings. Many of the lovely 
pieces of Bliss jewelry are shown in it. 


THE E. A. BLISS COMPANY 
366 Fifth Avenue, New York 
ESTABLISHED 1878 
Paris Office, 28 Rue d’Hauteville 


Exquisite with its red gold 
and green gold atriping is the 
mew Bliss vanity case. This 
striping is an exclusive new 
Bliss feature, and is unbeliev- 
ably lovely. 
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Middtes, Smocks, 
and Regulation Dresses 


Shirley Mason has a host of pretty 
frocks to wear, yet when she wants un- 
restricted freedom you find her romp- 
ing out-o-doors in a Sis Hopkins Middy 
just like any other active girl. 

Sis Hopkins Middies are so trimly, 
smartly tailored that every girl will 
welcome them as a delightful addition 
to her wardrobe. 

The Sis Hopkins Label in a Middy 
Blouse, Smock, or Regulation Dress is 
the quality mark of a manufacturer 
who takes such pride in his productions 
that he identifies them so that you may 
choose them by name. 


The models for Fall in timely fabrics are 
shown in our new style book. Write 
for it, sending your dealer’s name. 


“The Sis Hopkins Smile Means A Garment Worth While” 


WM. C. WEILLER © CO. 
1270 Broadway New York 
FACTORY: Baltimore, Md. 














KAYNEE 


WASH SUITS 












































Well-dressed Youngsters 


UCH of the charm of each 
Kaynee Wash Suit lies in its 
artistic simplicity . . .. a distinctive 
Kaynee achievement in boys’ tailoring. 








Details that mark well-bred wash-togs 
are carefully worked out. Every button is 
first quality. Allseams are lock-stitched. 
Three-cord thread is used throughout. 


Materials are all dyed in the yarn to 
make them sunproof and tubproof — 
they will not fade. The styles and de- 
signs are exclusive. 






“*Let them grow up in Kaynee’”’ 
Creepers, Rompers, Wash Suits, 
Blouses, Youths’ Shirts, Undertogs, 
Pajamettes, and Covertogs. 


The Kaynee Company, Cleveland, Ohio 
Over Thirty Years of Satisfaction 
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VOGUE 





Oblong bits of Chikan embroidery, edged 


with Valenciennes 


the lower part of 


and filet lace, make 


delightful bag of 


orchid coloured satin 


BRIGHT WEBS of the ORIENT 


UT of India, remote and strange, 

that mysterious land of abject 

poverty and riches beyond the 
dreams of avarice, there comes a quaint 
type of embroidery which has been 
greatly overlooked by discerning lov- 
ers of fine needlework. Much of the 
Indian embri idery is impossible be- 
cause of its tawdry, overloaded, chain 
stitched pieces indigenous t Senares 
and Calcutta; as a result, the lovely, 
all-white Chikan work is to likely t 
bloom as tragically unseen as the 
classic flower. Perhaps this neglect is 
because the embroidery is wrought 
ipon cotton material, for smart women 
are exacting in their demands for 
linen. Cotton, however, is, in India, 
quite another thing from cotton any- 


vhere erse, 


SILKS AND SPICES 


Long ago, the merchant ind traders 
f the earliest Eastern commerce 
carried the precious lengths of India 
muslin or cotton among their choicest 
commodities. No material known 
compares with it for exquisite beauty 
ind fineness. Megastheness wrot 
nost rapturously of the unsurpassed 
sheerness of the cotton garments and 
ecclesiastical vestment f the early 
Ikast Indians, som f the ancient 
paintings show draperies transparent 
that they might be termed chiffon 
These liaphan u textile were gi\ 
etical names, ich is “evening 
lew”, “woven air’, “running water”, 
uvery mo nbeams”,. Queen Victoria 
as wont to draw the soft folds of the 


Rampa chudders that she pave 


ften as gifts, through her wedding-ring 
show their wondrous fineness. Mer- 


ints, at one time, would weight a 
twenty-yard length of “silvery moon- 
beam” to a balance of scarce nine 


WELLL LL 


hundred grains, while asking four 
pounds the yard. The great ware- 
houses of the commercial companies 
of Europe, that crowded each other 
ilong the banks of the Ganges, knew 
the bolts of India muslin among the 
prized exports of India. 


SHAWLS OF KASHMIR 


lribute among the Indian princes 
vas paid in muslin or rugs or the fam- 
ous Kashmir shawls, as shawls still re- 
main treasured possession in many col- 
lections of heirlooms—shawls of intri- 
cate patterns, put laboriously together 
by patient fingers in almost innumer- 
able pieces, with never a thread to 
betray a right or wrong side. It took 
thirty workers five years to complete 
one specimen, which sold quickly for 
i thousand pounds, Probably no 
other work of art has so lost its com 
mercial value as the Kashmir shawls 
of India. No doubt when the Princes 
of India opened up their treasur 
aults for Lord Clive’s reward after the 
battle of Plassey, he counted out so 
many bolts of India muslin, with the 
gold and silver brocade and vast heaps 
of precious jewels and gold coin as hi 
part of the spoils of war which later 
m brought such a storm of indignant 
criticism upon his shoulders in’ the 
British Parliament 


PrHE LOOMS OF INDIA 


The delicate produce f India 
looms has long since clothed the w 
men of Paris and London, and with 


the added charm of beautiful em- 
broidery it may well be recognized by 
fastidious femininity. The pieces are 
done chiefly by men from prints made 
from woodcuts. A strange thing about 
(Continued on page 172) 
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A delightjully freshening touch for frock or blouse comes in 
bits of Chikan embroidery done on fine Indian muslin, made 


into collar 





nd cuffs and edged with filet lace 
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The Exclusive 
Piccadilly Mesh Bag 


Fo gorse modish mesh bag with a convenient 
vanity box containing a powder puff and mirror 
cleverly concealed in the frame. 





























For motor or shopping trips, for afternoon or evening func- 
tions the Piccadilly Mesh Bag is always in good form. 


Piccadilly Mesh Bags are exclusive in design and are made 
of Baby mesh with latest patterns of very — model frames 

They are light and convenient and can be carried with any 
costume. 


Made in Sicver PLate, GoLp 
PLATE, STERLING SILVER 
and 14-Karat Gop 


HE patentces, Henry 

Wiener & Son, of 366 
Fifth Avenue, New York, 
suggest that you ask your 
favorite shop for the 
PiccapILLy Mes Baas. 
They will be glad to show 


them to you. 

















REST ASSURED THAT 
THE STORE THAT SELLS 
RANDA HATS IS THE 
FASHION CENTER OF 
YOUR COMMUNITY. 
THE RANDA INSIG- 
NIA IS SILK-WOVEN 
IN EVERY RANDA 
CREATION. SEEK IT. 


THE RANDA HAT CO. 
57 WEST 38TH STREET, NEW YORK 
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From Indian caps of rare and exquisite 
old embroidery come the motifs from which 
is built up this beautiful centrepiece, put 

vether with fine lace 


BRIGHT WEBS OF THE ORIENT 





























( tinued Jrom page 170) 
Indian art. which is rich in decorative like openwork (jali) and multitudes 
| design, is that the old schools taught of tiny French knots, It is all of a 
| that perfection lay in exact duplica- very dainty fineness in design and 
tion. Any originality or tendency to workmanship and even modern pieces 
stray from ancient designs was dis- carry an air of great antiquity. The 
couraged. The Hindu idea was that a bag shown at the top of page 170 is' 
reproduction, exactly to type, was made of bands of Chikan combined 
beautiful, and this underlying funda- with hand-knotted lace and lined with 
nental did much to make an art sin- pale silk. Shown at the bottom of 
en characteristic of India. It is page 170 is a collar and cuff set which 
| quite noticeable in all Indian patterns, will lend an air of immaculate smart- 
| in carving or painting or embroidery. ness to an afternoon frock. Charm- 
There are very few individual names ing frocks may be evolved from the 
in Indian art; the names are almost fine bandings combined with filet lace. 
| entirely of schools or provinces. This Some lovely modern pieces are being 
| great traditional character of Indian shown, such as luncheon cloths, bed- 
art has maint ained for centuries a cer- spreads, dresser scarfs, and doilies. 
tain school of des that is peculiarly Some attractive Indian laces resem- 
Indian. Since the British occupation, ble very closely the hand-work typi- 
however, this has begun to decline, and cal of other countries. There is, for 
modern India is fast destroying it. example, a finely wrought lace which 
—_- What Ruskin described as “the cher- looks much like Irish crochet. The na- 
| ishing of local association and heredi- tive craftswomen also make an imita- 
tary skill” is unknown to-day in educa- tion Cluny lace which is well adapted 
tional work in India, and the old types for table linen. 
and designs are fast disappearing. So 
the appearance in our part of the world CHIKAN EMBROIDERY 
| of this remarkable embroidery may all 
| | the more be welcomed and enjoyed, Of a fineness that looks as though 
| for the corruption from the outside wrought by fairy fingers, Chikan em- 
world may in a single decade complete- broidery is suitable and is _ lovely 
| ly change its time-honoured character. enough to rival the marvelous work 
The Chikan embroidery oe d that the Continent has produced. Some 
in eastern Bengal, although it is to be time ago, a Parisian artist had a vi- 
found also in Madras ai et tbe sion which materialized the odds and 
There is more than passing reason to ends of ancient embroidery and lace 
connect it with the Chinese influence in a quaint patchwork phantasy. All 
that came into India with the Mug thal sorts of exquisite bits of hand-em- 
| invasion. Many branches of Indian broidery were joined in a geometrical 
art were affected by this great influx design by bands of real lace and made 
| of a artisans, and it is barely up into thé loveliest scarfs and bed- 
possible that me may hav spreads and all manner of household 
sprung from the Chih (mean- runners. The centerpiece at the top 
ing measure) or inese province of this page may become a joy for- 
Exclusive Cheh-Kiang which nounced about ever. These caps are also much used 
; Liwer gy Fashions the same as Chika as luncheon sets. 
efor Women. Typical of the Oriental love of colour 





I5 East a Street, CAPS FINELY EMBROIDERED and rich arabesques of embroidery are 


NEW YORK. ~ the dark silks with rich metal tracery. 


vear small caps ex- There are also lovely scarfs of a fine 
qu isitely done and resembling some hand-woven fabric resembling white ba- 
of the delicate needlework seen in the tiste, banded at either end with gold 


Bengal 




















bridal finery of the Brittany peasants. metal cloth. 
| There are also marvelous examples of Surely the land that produced the 
it on the filmy veils that the orthodox _lotus-embracing Dravidian dome, the 
Mussulman ladies hide behind when Rajput palaces of Benares, the pearly 
they appear in public. Some lovely mosque of Agra, the alabaster tomb 
| quilted white coats and the much used of the Taj Mahal, with all their ivory 
saris and chogas of the Indian poten- doors and thrones, the delicate tracery 
tate carry evidence of the perfection of stone windows, the carved crystals 
to which these skilful needlemen at- and precious stones, the Rampa chud- 
tain. Much of it has a stitch similar ders, and the Kashmir shawls, can 
to a darning pattern (taipchi), inter- claim the attention of connoisseurs 
spersed with (bukhia) an inverted when it creates a needlecraft so dig- 
| satin stitch. There is also a minute _ nified and so supremely lovely. 









appliqué (khatao) with much _lace- LOUISE SEYMOUR JONES 
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HANDMADE BLOUSES 


MONG women who are criterions of 

~ style, the handmade blouse has become 
an established Vogue. The dainti- 
ness, distinction and correctness of the 
Fleur-de-Lis Handmade blouse are 
increasingly appreciated because of 
their extremely moderate price. 


Cet eeawtaeee 





You will be captivated by the grace of the 


new models now being shown at the better 
shops from $5.95 up. 


Sreeeseerte ses 


- » Unshrinkable Flannel 

Vi ella is used by the most 

VY noted designers because 

of its rich, smart appearance, its soft, fine text- 

ure, its durability, and above all, its guaran- 

teed unshrinkability. Sold in the piece and as 
made-up garments at the best shops. 


WM. HOLLINS & CO., LTD. 


45-D, EAST 17th STREET NEW YORK 
62 Front Street, W. Toronto 


Write For (. ve FLEUReelis ‘I Look for this 
Fall Style |%*|Handmade Blouse)", label on the 
Book eee ca genuine 





WEIL & WEIL, Inc. 
36 East 31st St., New York 
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—The name that expresses distinction 
in mil!inery—the genius of France—the 
skill and cleverness of America. 

You will find the signature of De 
Marinis in the most exclusive millinery 


shown by the better shops throughout 
the United States. 


De MARINIS, Inc. 
3-5-7 East 37th Street, New York 


re LABEL OF DISTINCTIOg 














TWO LEGS 


VOGUE 


AND FOUR 


Venerable Donkeys, Respectable Goats, Pig- 


eons Plump, and Well-Dressed Dogs Wander 


Contentedly through the Champs Elysées 


LL the world knows of the 
A Champs Elysées, the pride of 
all Paris, probably the most at- 
tractive gardens, or park (for they 
combine both), in the universe, Hyde 
Park, Regent’s Park, the Eden Gar- 
dens in Calcutta, the Cinnamon Gar- 
dens in Colombo, the Public Gardens 
of Jeypore, Lucknow, and Unmritsar, 
can not, despite their varied Eastern 
lure, compare with them. But the 
animal life of the Champs Elysées is 





not so thoroughly familiar. 
EACH TO HIs N 1OUNT 
First and foremost, then, come the 
da nkeys, staid 1 elder nimals 





several of whom have their regular 
ae 
“What? My grey donkey n 


free? Truly this is t annoying,” 
declares little Toto, with many an ex 
pressive French gesture. “Take 
another just as good! Ah, no! Me, I 

| > +] ia : 


have been hurried 
by my nurse so as t 


‘ first in the 
field, and this is hov 


u treat an old 


customer Fortur nately, lor the good 
of his pocket, the proprietor of th 


stable is not wanting in tact, and read 
ily finds a way out of the difficul 
“T am indeed desolated to have mi 
taken the hour at which monsieur 
signified his intention of honouring me 
with a visit. . . . But will n 
monsieur, who is so good a judge of 
donkeys, try my new purchaseé-—an ex- 


cepti rd fine animal and of Ara 





“Not so ; bad a dor comments 
the small monsieur. cr Meal running 
his eye over the steed’s points. “Truly 

uur choice does you infinite credit.” 
(It will be observed that French chil 
dren are fond i long words.) 
Some of these nals must ha 

ing f 
e 








for hire at th ie seh 
corner for ages. One corpulent beast 
for instance, certainly has been be- 
stridden by countless children for at 
least ten years; another, a dun col- 
oured creature, meek and mild in 
character, is equally well known to 
several generations of budding sports- 
men and sportswomen. Noteworthy, 
too, is the fact that the Champs Ely- 
sées Sokeys are ki y tre ated = by 
their propriétaires. Sleek and wel 
kept, they lead a pleasant existence, 


been plying 








} 
for if they are on the go most of th 
day, the pace is invariat y an @€a 
one. Indeed, the wily owner do 
not encourage anything more violent 
than a gentle amble, since heating ex 
ercise tends to reduce flesh, and 
thin mount seldom finds favour in the 
eyes of the young conn isseur 3e- 


sides. lean donkeys jog far more than 


THE GOAT rURNOUTS 


To very small children the goat car- 
riages are the chief attraction. They, 
too, have their stand at the Marigny 
corner. Of the same time-honoured 
make as those to be found at the sea- 
side, they are drawn by hoary goats, 
who. like the donkeys, have adorned 
the Champs Elysées for a considerable 


time. There is, in fact, one ancient 
white billy who was showing signs of 
age the first summer of the war—six 
years ago. Since the signing of peace, 
however, he has grown younger. and 


eacl SUCCESSIVE “conference picnic 


has rendered him giddier and giddier. 
These engaging goats, by the way, are 
as tame as Mary’s little lamb. Used 
to being fed by their hirers, they will 
come to any one who holds out a 
hand, expecting to find in it some 
luscious tidbit. Should the hand be 
empty, the disappointed creature’s ex- 
pression is a mixture of indignant re- 
proof and contempt. 

The carriages are constructed to 
carry two or four passengers. The 
really chic infant, however, takes a 
carriage all to itself and, with it 
nurse marching alongside, drives in 
solitary state up and down the d 
lightfully shaded walk stretching from 
the Rond Point to the Place de la 
Concorde. 

Except that they include vast 
quantities of the most astonishing 
mongrels ever born, the Champs 
Elysées dogs are much the same as 
those to be seen in neg countries, 

he handsome chien berger, perhaps, is 
the most popular, eee th the ubs juit- 
ous French bull dog, a most engaging 
pet, is as much sought after as ever. 
Toy dog Ss of all shapes and breeds 
abound, and of an e\ vening, if —: re is 
the slightest chill in the air, the shiver- 
ing little \zor wears his greatcoat. 
The fanciful garment usually is em- 
broidered with the initials of the proud 
owner, who, if he is of that highly 
objectionable class, the nouveaux riche, 
may have the border heavily braided 
with gold. Much thought also is be- 
stowed upon the colour scheme, care 
ig taken to choose a tint which 
harmonizes with the pampered wearer’s 
charms. One may, for example, sec 
n coloured pug decked out in an 
lala blue coat; while a black coat 
edged with cerise ribbon was recently 
seen adorning the over-fed body of 
self conscious griffon. If the dog’s 
mistress is a marquise, the coat may 
be adorned with a coronet—a form of 
snobbishness which turns some less 
highly-placed fanciers green with envy. 

As to the mongrels, they are abso- 
lute horrors—without a single redeem- 
ing feature. Still, they are cherished 
by their possessors, who lavish upon 
them every possible term of endear- 
ment. ... “Mon petit coco, comme 
tu est beau! Que tu est fatigué 
Veux-tu faire dodo? Pauvre petit 


Ne rt, 
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BIRDS OF VARIOUS FEATHERS 


One never sees a cat in the Champs 
Flysées, not even at the excellent res- 
taurants, of which there are half a doz- 
en. But, perhaps, for that very reason, 
pigeons (of vast proportions) and 
sparrows are as common as_ pebbles. 
Extraordinarily tame, they hop onto 
the railings at your elbow and almost 
take bread-crumbs from your hand. 
For some years an elderly Frenchman 
used to spend hours every day feed- 
ing the birds, who would follow him 
the whole length of his walk, circling 
around him and perching on his shoul 
der. Of late he has disappeared, and 
no kindly disposed person has taker 
his ple ace, 

Another curiosity also has vanished— 
an oddly dressed woman who walked 
about with a macaw upon her wrist. 
\s the misguided lady had a strange 
habit of stopping strangers and asking 
them idiotic questions. she probably 
was mad. GerorcEe Cecil 
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FIFTH AVENUE AT 366 


HERIDAN modes for Fall are all 

that Fashion decrees,—many of 
them, indeed, are originations of ex- 
clusive design representative of in- 
dividual modes which cannot be dupli- 
cated generally. 


Particularly charming ts this dis- 
tinctive evening gown of orange 
color chiffon trimmed with rhine- 
stone bands and a bouquet of roses 
at the back. The skirt is very full. 
Can be had in other colors and 
black. Especially pretty in jade 


green 
GOWNS FURS 


Write for fall catalog 
Mail orders filled 


HERE is something in the 

very air of romantic old 
Ireland that gives zest and 
sparkle to “Derryvale Genuine 
Irish Linen” that comes from 
the Emerald Isle, across the 
seas to you. 

You see in its play of light 
the shimmering reflection of 
Irish sunshine, in its rich 
shadows the mist of Irish hills. 
Its beauty and its reputation 
for life-time service have made 
“Derryvale Genuine Irish 
Linen” the name that stands 
for quality the world over. 


«Tf it’s Derryvale, it’s Irish Linen’’ 


“Derryvale Genuine Irish 
Linen” products include Table 
Cloths and Napkins to match, 
Art Linens for Embroidery 
and Crochet, Damasks, Sheet- 
ing, Huck, Crash and Glass 
Toweling. 

For 50c you can obtain the 
book “How to Set the Table 
for Every Occasion,” from the 
one department store that has 
the “Derryvale Agency” in 
your City exclusively, or we 
will send it to you prepaid, on 
receipt of check, post-office or 
express money order. Write 
for the Derryvale catalog, men- 
tioning your dealer’s name. 


Derryvale Linen Co., Inc. 
21 East 22nd Street 
New York City 
Mills: Belfast, Ireland 
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LOS ANGELES 


--In Los Angeles there never 
has been any expressionofun- 
certainty as towhere thefinest 
merchandise and the most al- 
luring styles may be found. 
Because of unquestioned su- 
premacy over along period of 


years, the Blackstone stand- 
ard of fashion and quality is 
accepted and approved of 
without reservation by the 
women of discriminating 
taste in the community--the 
character of the mode in its 
originality, its exclusiveness 
and its authenticity is unas- 
sailable and beyond criticism. 
When you come to Los 
Angeles, a very real welcome 
awaits you at Blackstone’s. 
In the dignified and spacious 
areas of the display rooms 
and broad aisles is the quiet, 

hospitable charm of a house 
with a background of prest- 
ige and distinction. 


WB Blackstone. 


tos Angeles 





























N both shores of that wonderful 
waterway, the Bosphorus, rise 
chains of imperial palaces, villas, 

and kiosks which, for architectural 
magnificence, gorgeousness of decora- 
tion, and picturesqueness of surround- 
ings, are unmatched in Europe. Dolma- 
Bagtche, Baglet-Bey, and Scheragan 
are the three palaces most celebrated 
for their beauty of architecture and 
iagnificence of appointments. The 
vahlis, or villas, though smaller, are 


not less beautiful than the — and 


p al 
the pleasure grounds in which they 
stand are diversified with hill oP val- 
ley, woodland pasture, and running 


streams. Orchards and vineyards teem 
with all the fruits of the East, and 
terraced slopes are gay with a thou- 
sand creepers. 


IN THE LAND OF MOHAMMED 


Nature and art have ornamented 
these delightful resorts with lakes, 
fountains, and casca Here trees 
and shrubs, as well as birds and butter- 
flies, revel in the glorious sunshine, 
and the air is filled with the perfume 
of a thousand blossoms. And here the 








captive beauties of the serail, like a 
troop of wild schoolgirls, mn nally 
wander, chasing each other through 
the orchards and the flower- 
beds. with every mischievous freak 
that their untutored imagination can 


A seraglio, like every her M yham- 
medan ¢ welling, is d led j into harem- 
lik and Selamlik. ‘The former is oc- 
cupied by the Sultan and the women 

f the imperial harem; in the latter 








are the state apartmer offices 
for the transaction siness. 
Between these two is the 
mabeyin, or private f the 
padishah; and at a ¢ istance 
ire tl e occ ied j the gentlemen 
of the household, secretaries, and 
ther The extravagance and luxury 
f the imperial palaces was formerly 
great that it was computed that no 
ewer nan seve thousand person 


were fed daily at the Sultan’s expense. 


a 
This was, however, in the “good old 


days.” The present Sultan is com- 
ely frugal and e& mical with 

1 to the expend his house- 

Still, the har of the ser- 





ntains no fewer than one thou- 
n, divided among the estab- 





of the Sultan, his mother, 
* Sultana, and the princes. 


THE VALIDE SULTANA 


The Validé Sultana holds the high- 


est rank among the ladies of the im- 
perial family. On the accession of her 
son, a wing of the palace is set apart 
for her use, slaves of every kind are 


appointed to wait upon her, and she 
attention, not 


receives every mark 
the 


only from the Sultan, but fr 
ministers and functionaries of the 
Porte, as it is usually even more im- 
portant for them to g in the good will 
f this influential lady than that of 
their liaperial master. The entire i 














ternal administration of the imper 
household is regulated by the Vali 
Sultana, with the help of a superir 
tendent called the Hasnadan Ousta 
This person is generally a favourite 
slave appointed by the Validé Sultana 
to this*important post, the duties of 
which are often of a most difficult, del- 
icate, and responsi le nature She at- 
tends to the requirements of each of 
the sultanas and prince es, acts as a 
-between with the Sultan when they 
haw any request to make of him, and 


regulates all the receptions and other 

ceremonials of the icamsial harem, 
The inmates of the seraglio have all, 

without exception, entered its gates as 





slaves. For ~— in spite of the nom- 
inal abolition of the slave trade, car 
goes of this living commodity, consist- 
ing chiefly of children of tender age, 
from Circassia, Georgia, Arabia, Aby 

sinia, and various African ports, are 
annually introduced into the country 
No matter how low their origin, their 
future career depends solely on their 
good looks and good fortune. Those 
whose appearance is prepossessing are 
taught elegance of deportment, the 
graceful formalities of ‘Turkish  eti- 
quette, and the art of adding to their 
natural charms, besides such accom- 
plishments as dancing, singing, and 
playing on the lute or viol. They are 
ao instructed in the Mohammedan 
religion, taught the Namaz, or daily 
form of worship, and the observance 
of feasts and fasts. Some also learn 
the rudiments of reading and writing; 
but the greater number are left to pick 
up the language as they can. The 
negresses and others less favoured by 
nature are brought up to wait upon 
the rest and to fill other menial posi- 
tions. Young slaves are also purchased 
by ladies of position, educated by 
them (as they unders at education), 
and then either sold to the Validé 
Sultana for the imperial harem, or of- 
fered as presents to the Sultan. | 
once met several of these children who 
were being brought up by the widow 
of Sultan Abdul Aziz, head barber, 
a very important palace functionary. 
They were all between eight and ten 
years of age, and the half-saucy ob- 
sequiousness of their manner when ad- 
dressing their protectress was very 
amusing. According to Turkish eti- 
quette, they stood, with folded arms, 
in a row at the lower en id of the room; 
but the significant smiles and glances 
they interchanged showed that not 
a word of the conversation of the 
guests was lost upon them. This 
woman had already disposed of as 
many as fifteen girls in. the manner 


above described. 
THE SULTAN’S WIVES 


The wives of Sultans are, generally 
speaking, beauties who are offered to 
him by the nation, or by private in- 
dividuals at the annual feast of Kandel 
Ghedjessé, or are purchased by the 
Validé Sultana for that purpose. But 
every slave in the seraglio might evi- 
dently aspire to that high rank, as the 
mother of Sultan Abdul Aziz is said 
to have attracted the attention of his 
father, Mahmoud II, when engaged in 
performing some menial duty. Only 
those amongst them, however, who 
have borne children to the Sultan can 
claim the rank of wife. The mother 
of the eldest child is called the Bash 
Kadin Effendi, first lady; the next 
Ikindje Kadin Effendi, second wife; 
and so on up to the seventh, should 
there be so many. After this number 
they merely bear the ordinary title of 
Hanoum, but their children rank with 
the other princes and princesses. A 
third class consists of the odalisks, or 
favourites, whose position depends sole- 
ly upon the influence they may ac- 
quire over their imperial master. 


THE LIFE OF THE HANOUM 


Each Kadin Effendi = Hanoum 
has a suite of rooms set part for her 
use, receives an allowance, has her 
own doctor and banker, her own Car- 
riages and caiques, and is supplied 
with rich dresses and other luxuries 
considered necessary to her new posi- 
tion, As she has been looking forward 
to this new fairyland ever since her 
first introduction into the seraglio, she 
at once assumes her place in it with 

(Continued on page 178) 
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WALL PAPERS 
To the 


Discriminating 
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LBD, 
FOLKS of refine- 
ment and good taste 
appreciate the im- 
portance of choosing 
only the best of wall 
papers. 














x44 wredly — 


remove hau without slightest 
They understand, a f hy ; lo ° | 
too well, the effect of nyury 0 SkM or compleaaon | 
artistic decoration to 


“onside rthing a 
consider aay* - Science has found a new method 


but the best. 
THIBAUT agents 


of depilitation that makes the re- 
moval of unsightly hair just as 
simple as the application of your 


> 71 “ax7 aM mf) hie 7 3 : 
iii show — all , N favorite cold cream. 
covering conceived | | 
for just such folk. | ht itace Sais wal oA see garael wean eal yr 
If v hav fer- Screg gee Haynes met 10d of well-groomed women 

YOU Have 2 prere in all metropolitan centers! With- 
ence for original de- out encouraging further hair 
signs and colorings, growth, it leaves the skin refresh- 
we are prepared to ingly cool, smooth and white. 
help you. 


Little wonder it is the accepted 





It is with Neet, an exquisite, 
harmless, dainty cream-lotion, 
more treasured for alluring 
daintiness than any other vanity 
table accessory. 


Send for our Home Ser- 

vice Chart; it will help 

solve your decorative 
: problems without cost to A 
you. LP 4 | Neet comes as a delightful con- 
ON trast to the former methods, it 
ye vo - <a will not irritate the skin nor 
Ce 24 CTHIBAUT ae injure the complexion. At all 
Ps wag Say ian drug and department stores—or 
‘ er send fifty cents with the coupon 
below si 





Neet 


The Non -urritant 
Depi 
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To the decorator who wishes 


to handle the best and most up- At 
to-date line of artistic wall Sam 
papers we have a most attrac- a 
tive proposition to offer. 


RICHARD E. THIBAUT 


Wall Paper Specialists 
MADISON AVENUE at 32nd St. 
NEW YORK 


NA The Largest Wall Paper House in 
” = = ‘ the World 


BROOKLYN BRONX 
Flatbush & DeKalb Aves 485 Willis Avenue 
NEWARK 
141 Halsey Street 





| HANNIBAL PHARMACAL CO., 
611 Olive Street. Dept. A, St. Louis, Mo. 


Check one 
desired 


r enclosed 50c send [ aa 
i. 


ae 


BOSTON 
96-98 Federal Street 


/mmac 


Gives freedom from 
ail suggestion of per- 
spiration offense. 


It cannot stain. ADDRESS 


Cris 
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a! PARIS STROKES ITS FURS 








(Continued Jrom page 05) 

in back. and it ha small high collar = cut, with round neck and rather long 
wrapped closely around the throat and tight sleeve and is touched here and 

three-quarters length open sleeves there with embroidery to match the 

The fronts of this coat are rather — waistcoat. 

widely separated and ope ver a long Another fur suit, the coat of which 
waistcoat of brown leather embroidered Was an exact replica of a Directoire 
in black, gold, a lu red in an all- coat, has appeared in broadtail 
ver scroll patter \ very narrow trimmed with ermine, tails of which 

belt of the fur passes around this — striped the wide revers and deep cuff 

waistcoat to hold it trimly in place. Suits of broadtail, however, are lk 

The skirt, rather straight and narrow, novel than one of Hudson seal. If th 

is faced with seal up to the edge of the fur suit idea finds favour, Paris may 

jacket The top part of the skirt— defy another coalless winter, but ther 

since fur would be too I over the is something frightening in the ver 

hips—is of brown broadcloth of a thought of such a suit at the present 

shade to 1 the | vat, prices of fur, even though one may, a 
4 7~. nd the Amn¢ tc le a rule, pay little heed to prices How- 
i \ \ — f the frocl vhich is very simply ever, a fur suit will ever be a novelty, 

4 \ 


vied yg IN THE IMPERIAL SERAGLIO 


/ (Continu rom page 170 


none were found endowed with 
able qualities, and, in spite of an edu 
cation and surroundings so inimical 
the growth of virtue, it would appear 
that there are many who, possessins 
better instincts, find the atmospher 
of a serail intolerable. Having 1 
scope for the exercise of their afte 
tions or energies, they fall into |i 
less and dreamy habits and die of con- 
sumption if they are not, as sometin 
happens, set free and married. 

The amusements in the imperi 
seraglio depend much upon the tast 
of the reigning Sultan. Abdul Med 


being fond of theatrical representati 


9 \ WOMEN OF THE HAREM and ballet dancing, built a beautifu 
\ ‘ little theatre in one of his palace and 








] 
\ ’ te Among a large number of womer engaged European companies to act 11 
\ 7 br ght together under such condi- it. The ladies of the harem were al- 
and with no aim in life beyond lowed to witness these performan 
Qe trying to attract the notice of from behind lattices. Foreign con- 
aa “ay le individual of the other sex, jurers, too, found their way here, be 
is not surprised to learn that all side the native Kara Guez, or marivo- 
better feelings re crushed, that nettes, and Hadyji Eyrat, or Punch a1 
moral tone of the imperial house- Judy. Occasionally, the gardens wou 
is of the very lowe and be lighted up for an al fresco enter 











vice and corruption exist in ev tainment, when the trees were hur 
form. The lot of discarded favourites with a myriad tiny lamps, looking lik 
is, indeed, a very pitiable one \fter fireflies amidst the foliage, and varie- 
enjoying a_ brief journ in the sun- — gated lanterns and fireworks lent bril- 
shine of imperial favour, their disap-  liancy to the scene. All the yout 
= pointment is embittered by the sar- and beauty of the palace dressed 
2 casms and taunts levelled at them by yay and fantastic costumes, danced 
= their companion Nor, according to the smooth lawn, rowed in light and 
nN e (tj mM a Nn _ the evidence of one Sultana (who, elaborate catques on the ornamental! 
being a free woman, has held the al- — waters, or, seated in groups upon cush- 





most unique position of a Sultan’s ions and carpets, accompanied the 
( lever H ats b legal wife) is the condition of thos« sweet wild songs with the sound 
y whose position as wives is assured, free viol, flute, and tambourine. 














from anxiety. It would be impossible 

to describe the intrigues perpetually SPECIAL DIVERSIONS 

carried on within the seraglio walls: 

every crime has been committed with The Kadin Effendi and Ha) 

impunity by the influential and mali ire occasionally allowed to go sh 

cious, and the record of it forever ping in the European quarter of Per 

buried beneath the dark waters of the accompanied by a retinue of sl 

LONDON swift-flowing Bosphorus. One class of | and eunuchs, and this is, perhaps, t] 

seraglio inmates are known as Deli most highly appreciated of all th 

mad) Serailis, These women are noto- amusements, During the reign of tl 

rious for their disorderly conduct, and, present Sultan, the seraglio amu 

in spite of high walls and watchful ments have been of a less extravag 
uchs, they successfully carry out all kind and are chiefly confined to nat 

inds of questionable enterprise diversions and the performance 
But among the thou 1 women of Armenians of Turkish comedi 

t seraglio it would be strange if ANDREW SIBBAI 





48 West 38TH STREET 
N E W Y OR K in 3 








Vctober 
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PICTURED BY PRISCILLA DEAN 
UNIVERSAL STAR 
YES that mirror 
emotion, eves that 
) attract attention,— 


their beauty is emphasized 
by luxurious lashes. Eye- 
brows and lashes darker than 
the hair accentuate the piquancy 
of your face. Lashes that are 
glossy reflect a sparkle in your 
eyes. 


Use LASHLUX after powder- 
ing. It darkens the eyebrows 
and lashes, makes them lustrous 
and well-groomed. In addition, 
it nourishes the lashes with a 
delicate oil and stimulates their 
growth. 









LASHLUX comes in two 
shades, Dark and Brown. Also 
Colorless, for use on retiring. 
In a dainty brown box, with a 
tiny brush 50% 










At all drug stores 
and toilet goods 
counters. Or direct 
from the makers. 


LASHL 


means luxuriant lashes 
5° ¢ on 


ROSS COMPANY 


23 East 23rd St. New York City = 


























LENORE ULRIC SAYS: 

“Beauty at your finger 

| tips spe peaks volumes for 
| you in public. TI con- 
| sider HYGLO the best 


insurance for well kept 


hands 


93 


—LENORE ULRI( 






t c= So0ce= to oo =o hie — > 2a =e = ie 


| y, = 





_—_—_—_—_ 


S the little French-Canadian girl 

in “Tiger Rose,’ Miss Ulric 

brought to the great outdoors a figure 

of superb daintiness, perfect in every 

detail to the tips of her delicately 
groomed fingernails. 


She, and other beauties of the stage, 
who realize the necessity of a faultless 
toilette, without qualification endorse 


HYGLO 


Manicure Preparations 


Simple to use, yet incomparable 
results. 


In addition to manicure preparations, 
HYGLO products comprise compact 
face powders and rouges in all shades, 
to beautify without injuring the skin; 
cosmetique for eyebrows and eye- 
lashes, in black, brown and blonde 
(remove with water), lip sticks, eye- 
brow pencils, etc., at 35c, 50c, $1.00, 
$1.50 and $3.00. 


Small trial sample of Hvyglo 
Cuticle Remover and Nail Powder 
sent on receipt of 10c in coin 


GRAF BROS., INc. 


tablished 


129 West 24th St., New York 


Harotp F. Ritcnte & Co., INc. 
Selling Agents 
171 Madison Avenue, New York 
10 McCaul Street, Toronto, Canada 
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The New and Accepted 
MANICURE 


THE GLAZO WAY™ of CARING FOR 
and BEAUTIFYING the CUTICLE 


NO BUFFING No TEDIOUS TREATMENTS 

T is “simplicity itself to keep your nails 

lovely for a week at a time without a min- 

ute s buffing. 
There are just two articles in this new time- 
saving, lasting manicure: 
Glazo Cuticle Massage which you use with 
your orangewood stick to shape the cuticle and 
to clear all stain from under the nail and keep 
it spotless. 
Then the magic Glazo Polish which you simply brush 
on the nail with the tiny brush that comes in the pack- 
age. When it dries, dip the fingers in cool water and 
dry them. YOU DON'T BUFF AT ALL and your 
nails will stay perfectly polished for a week without 
further attention. No amount of hand-washing. will 
dull the polish 
Glazo Cuticle Massage makes the cuticle clear and even 
and periect It corrects hangnails and the ill effects 
of scissors and improper treatments 


And it aS easy t get Glazo Polish and Cutic Mass- 
age as it is to use then Some shop or toilet good 


Gepartment near you ire to have hem Or 

us the coupcn below, if you preter 
THE CUTICLE MASSAGI Six Months Supply, 50c, 
THE GLAZO POLISH ix Weeks’ Service, 


GLAZO “The New Manicure” 
The GLAZO COMPANY, CINCINNATI, OHIO 


Street East, Toronto, ¢ la 


The Arthur Sales Co., 61 Adelaide 








THE GLAZO COMPANY 
322 Bia Avenue, Cincinnati, Ohio. 

I want to try Glazo, the new time-saving, complete manicure method. 

Send regular six weeks’ size Glazo Polish—50c. herewith, j 

Send regular six months’ size Glazo Cutic’e Massage —50c. herewith j 

I would also like the booklet, “The Magic of Beautiful Hands,” giving | 

some really helpful ideas about manicuring. And—for my future con- | 

venience—please tell me address of nearest Glazo dealer. | 
| 


NAME 

ADDRESS 

~ EE Pe ae ROT ee ea eee ee oe } 

CITY & STATE j 
MY DEALE®’S NAM 
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I ere ich brocades bordered 
wide er lace. at d these often 
1 the kirt arranged in rather 
scanty, apron-shaped tunics. Many of 
them had ver ng-waisted, dart- 
fitted bodices of the heavier material, 
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ISON, with émobroider 


silver net 


of MOLYNEUX 


hether it was brocade, taffeta, 
crépe de Chine. Thess 

. ° ] P 

juite simple and not very 
with short sleeves, while the foundat 





were 


1: : 
kirts were made of th 


e same mater 
hung with most elaborately dec 
verskirts of tulle, often finished 
th low wai lin with ‘ hort f 
the low walst-line th a_ short 
rill. Very unusual embroideries 
peare 1 on some of these net skirt 
of them had tall stalks of foxg 


in white n black. Wide sashes, t 


it the side or at the back, of « 
ffeta, satin, or metal ribbons, 
ther feature f many f 
rocks s well as « t! r ntended 
fternoons. 
In afternoon wns, the sa 
t there 


ypes were contrasted; 

r-line draped crepe a 
crepe meteor frocks, for wl 
house is known, and these were w 
with the addition of the most er 
mous picture hats, sometimes lig 
veiled with lace These were of 
vet, metal lace, or even of felt, 
were designed in subtle curve 
drooping much more on one si 
on the other and forming a great 
trast to the small 
were shown with 


c 
t 

type of costume. Side by side 
t 








other type of woman, and the 








plain as to bo 
ften had tunic 
THE SMARTNESS OF VELVI 


played an important 


in handsome 


Velvet 
both in suits and 
noon costumes, as, 
me in amber velvet, sketc 
left on page 62, with its 
trimmed with red fox and 
contrast of short sleeve and | 
lar. The velvet suits were all of 
same type, a rather narrow str 
skirt and a three-quarters length 
cut with considerable flare at 

(Continued on page 182) 
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The Highest Class Talking 
Machine in the World 


is unequalled in tone, appearance and 
c details of construction. 


The tone of the Sonora is of wonderful The Leader of Light Weight Cars 


beauty, having a smoothness, natural- 
ness, and charm of expression that make 
Sonora supreme. 


You are not limited to one maker’s rec- 
ords when you buy a Sonora because the 
Sonora plays ALL MAKES of disc 
records perfectly without extra attach- 
ments. 


You can see Sonora’s superiority in de- iia 

a4 ° ° ‘ ouring Car 
sign, and a critical examination proves Compartment Roadster 
to you that for important features no Fourdoor Sedan 
phonograph equals the Sonora, which is 

licensed and operates under BASIC 
PATENTS of the phonograph industry. 


Superb upright and period models 
$60 to $2500 


Write today for General .Cata- 
log 16 or Period Catalog 16X 


Sonora Phonograph Company, Ine. 


GEORGE E. BRIGHTSON, President 
NEW YORK CITY 
Fifth Ave. at 53rd St. 279 Broadway 


Canadian Distributors 


I. MONTAGNES & CO., Toronto 


Dealers Everywhere 































HE charm of this New 

Briscoe four-door sedan is 
not merely external. The in- 
terior fittings are in keeping 
with the grace and beauty of 
the body-lines. 


There is a world of room; and 
deep luxurious cushions give 
the final touch of restful ease. 


You will say that by all stand- 
ards of comparison the car 
should be much more highly- 
priced;for it certainly embodies 
to the fullest every essential of 
enclosed-car desirability. 


BRISCOE MOTOR CORPORATION 
JACKSON, MICHIGAN 


The Canadian Briscoe Motor Company, Limited 
Brockville, Ontario 


The Transmission Brake 


This powerful brake gives a positive, 
effective grip, made still more effec- 
tive by its acting through the high 
speed propeller shaft instead of on 
the wheels—truly an emergency 
brake. 


New Briscoe 
L S uperiovity,. ‘ 
\ ! 
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VOGUE 
REDFERN OPENS BRILLIANTLY 


(Continued from page 63) 














i 
lraped evening gowns \ good deal of carried out in ilver tissue n 
broadcloth was used, as well as other front and back of a gown of 
woollen cloths. f suits and frocks, and silver. 
while novel draperies were carried out Kvening gowns were very 
both for aftert n and evening frocks elaborate, and slenderly draped. \\ 
n satins. they were not of velvet, they wer 
Pleatings were still used here and gold or silver tissue or of metal 
there, in sections to give width to cades. One of black velvet was 
skirts otherwise too narrow to walk in, — ously cut with a train coming from 
ras trimmings, A sunburst effect of front, passing between the feet, 
pleating was used for very picturesque finished with a wide band of fur. M 
loaks of supple silk brocades, in which of the trains were weighted at the 
the back was made of a sort of cape in this way, either with fur or 
| I rie vreat pointe J ect n, pleated a heavy Mass of embroide ry. \ s 
in sunburst fashion from the neck to of gold tissue, obviously new ar 
the hem, and attached to the arms brilliant that it seemed as if it must 1 
vith the effect of bat’s wings his lacquered after having been woven of Ri 
vas also used lor a transparent mantle we Iden threads, had a d vuble trai ! P 
rain n a citron yellow chiffon even black tulle weighted at the end 
ing gown, and the same lea wa large flat storks of gold 


The COLLECTION of MOLYNEUX 








eid Gio: te 18) 
des ind with r | ivt I ck collar of Green " especially the jade 
r fastened ove e cl Long tight came next, perhaps, in popularity, 
eeves had very large fur cuffs, and Ihe furs were gorgeous and novel 
ne dark blue cloth suit, collared with design. A most interesting cape 
Hudson seal, was st Al with a cocked made of “erminette a tine white 
hat plumed with an immense panache closely resembling the real ermine. ‘T] 
black cock’s feathers, which is an was cut in the shape of a Spanish bu 
ithentic reli 1 the attle of Water- fighter’s cape and Was 4Arranye j 
vhere theer of stripes running from the neck 
Queen's Guard hem The opening was worn in 
back, and the Cape Was triped 
\ \RIF TY ©@F SUITS with bands of Hudson s« il and fringes 
of black monkey. A handsome broad 
| Other ittr tive I Preserve | the tail coat, trimme 1 with kunk, Wa 
I juare t vhicl ha heen so the lines ot the s iit coats, flaring 
r th eT showed it the sides; and a very xg od Hud 
\ 1 plait \ instead of seal coat. collared and cuffed 
vith the pleats which last season made kolinsky, had cuffs running right to t 
too popular, Occasionally, the whole elbow and widening from the wrist 
mat Was a mas ot hands Ine embr ‘i Some of the evening mantles had s} 
lery. and it was often collared high capes of fur: one of these was of whit 
ith furs, among which natural opos panne velvet, caped with ermine 
ind grey trakhan were both lined with cloth of silver—a_ reg 


featured. Another type f suit showed garment. Handsome brocades 
a long coat f duvetine. fastening at used for other evening mantle Ss. WM 
1 ith fur, ften had gold and silver tissue |! 


a i | be of duvetine combined with crépe de FURS AND FANS 

: | Chine and which w fren lavishly 

} mbroidered, A suit which was much An interesting mantle for after 
( i \ f bet cloth; , br 


mmented upon 1 beige or informal evening wear was of | 
the long coat was trimmed with opos- Rodier agnella, which closely imitat 
um and was wv ver a gown of baby lamb. It was cut long ar 
} matching silk ier eV. while the whol straight lines, embr idered it the | 
f the bodice was embroidered in a sort vith a massed pattern of silver 
f sunburst of dull siiver had entire sleeves of opossum fur 
Br wns were feature d thr ugh it Aln st all the manikins 
| the collection There were golden small empire fans of lace. silver t 
wn, seal, chestnut, tobacco. terra 1 spangles with the evening go 
tta, and amber browns. while many indicating that the vogue of the 
shades f beige. ite au lait must mense feather fan is on the wane } 
1 o cessed being a | 
. . 7 
ach origination a com- 


plete expression of all that 
the most discriminating | 
woman demands in dress. , || 








LOVE 


At the best Shops 


Creators of Smart-Frocks Still through the grey, ceorn net, 
31 EAST 3ist. Street. N.Y. 


MARY CAROLYN DAVIES. 


y } | t d pu 1 le, 
MANNIE SOLOMON GO~m Se ee 
| 
| 
| 
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OF IMPORTED OSTRICH FEATHERS 








C Ne 
‘Debutante 


The Debutante—illustrated—ie of 13 

eathers, In a!l the fashionable colors, 
Shello’ nt Amberoid or Ivoroid handle 
“ar poe 9 






















EBUTANTE or Dowager, Miss or Matron—for 
D every woman—there’s an EISEMANN Fan just 

styled to enhance the charm of her evening gown. 
And nowadays, no evening gown is complete unless its 
wearer carries one of these subtle symbols of coquetry. 


At Le 


“Fashions in Fans”, an interesting brochure illustrating 
newest EISEMANN Fans, mailed upon request. 





Stores I:verywhere. 





ading 



















E. EISEMANN & CoO. 
Ostrich Headquarters since 1889 


65 West 38th Street New York 






\ LISEMANN Fans are made only of REAL “imported 

Ostrich feathers of finest quality. Look for the guarantee 
tag on the handle as well as for the purple-striped label 
on the bor—a double surety that you are obtaining a 
genuine EISEMANN Fan 































Wherever you go—well dressed folks 
who know real value are wearing 


Hays Supersean Gloves 





When buying gloves they first look for the HAYS 
Button—assurance of FIRST QUALITY Leather 
and Construction. Then they look for the label 
that says: ‘‘Superseam’’—meaning, an outseam 
glove so stitched with SILK that the seams will 
not ravel, even though the thread is cut or broken. 


Hays Superseam Glo 
Women are 


s for Men and 
ld by / q 1 


ng dealers. 


The Daniel Hays Company, Gloversville, N. Y. 


GLOVES SINCE 1854 





























Franklin Simon & Co. 


Fifth Ave., 37th and 38th Sts, New York 


LA SUPREME 
STEP-IN CORSETS 


Sold Only by 


Franklin Simon & Co 








GIVES THE COR- 
RECT SILHOUETTE 
FOR AUTUMN 


ITHOUT hooks 

or clasps, this 
corset %ives the slen- 
der, relaxed lines fav- 
ored by the chic 
Parisienne. Made of 
pink broche com- 
bined with tricot; 
elastic top. 


12.00 
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| Prening weer ileal Lethe Be Ble Setin Block 
| | or Brown Kidskin and Black, Brown or Gre °y Suede 


_ tise on sale 271 Our 


























room. 











Ufel pul you here 


NORTHFIELD adds another 
room to your home—a secret bed- 
As a day davenport it is as 
good-looking and as roomy as you 
could want; beautifully designed and 
finished, with deep, soft upholstery 
and nicely worked out details to insure 
an easy, loungy seat. 


Yet within and easily accessible is a 
full-sized bed fixture with a 25-pound 
mattress ready to be made into a snug 
and comfortable bed. 


Northfield Bed Davenports 


Every one carries the Northfield trade-mark 


Northfield Bed Davenport Suites 
are good furniture, made as well and 
finished as well as furniture can be. 
They come in a wide range of styles 
and finishes, in overstuffed, fiber-reed 
and period suites, with rockers and 
chairs to match the davenports. 





THE NORTHFIELD COMPANY 


Makers of Good Furniture 
2750 Martin Ave., Sheboygan, Wisconsin 
Write for our attractive booklet. “The Davenport with a 


Secret.” It gives you a good idea of the wide range of designs. 
We will send it with names of Northfield dealers near you. 
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wraps. Another coat with wide _ bor- 
ders of mole was in the back a solid 
mass of green and, silver embroidery in 
silk and beads. 

Even fur garments in this collec- 
tion were cut on more definitely coat 
lines, and most of them were lined 
with the most brilliant and exciting 
of linings. An unusual cape was of 
rough rust bure and had a high collar, 
covered on the outside with a row of 
what looked like little fat cushions, 
set one beside the other. This cape 
was lined with grey plush. A _ hand- 
some mantle was made of deep brown 
plush which imitated fur and was col- 
lared with real fur. One of the new 
narrow capes which make a long oval 
line was of rust and brown striped 
woollen material, embroidered with 
figures of Nijinsky, the Russian dancer, 


more than a foot high, 


REMINISCENCES OF OVERALLS 





ther most striking novelty was 
a suit of gazelle 1, made with a 
short narrow skirt and a box-coat and 





worn with a waist of gold and gree 
brocade, crossed by bretelles of the 
fur running over the shoulders. Sev- 
eral three-piece ir cks had these bre- 
telles, reminiscent of the “jour d 

salopettes”, when all the Paris world 


donned overalls in ation of the 
ica. A Hudson 
e f bh} 





overall parades in Ar 
coat had a collar made I 





1 Dig 
ple ated ruche of the fur, which was 
new A beaver coat was worn over a 
Ir ck ol be aver, beige chiff n, and 

1ec¢ rotusely per ¢ 1 

Newe than the tl! ece costume 
consisting of coat and frock was the 
combination of short cape and frock 


taken from the Louis XIII period, 


when these short c 














such swaggering blades as appear in 
Dumas’ novels. One of these combi- 

ns, sketched at the top of page 
59 had a cape of m : I velvet 
collared with skunk, border 
of the cape was dec a bold 
pattern of velvet in n grey 
wool velours. The skirt was of grey 
wool velours with a wide band of 
skunk around the hem, and the waist 
of velvet, with basques cut into the 
characteristic sq tabs, buttoned 
with two cut-steel buttons. Another 
tl ree-piece costume of this. charac- 
ter had a cape of black velvet and a 
frock consisting of a coat-basque of 
black velvet, embroidered with gold 
across the front, like a uniform of the 


Trois Mousquetaires. The skirts of 
the basque were of heavy black lace, 
somewhat extended in true Louis XIII 





line at the sides, while the narrow 
skirt under them was of black velvet 
with a line of 2° ld at the hem 
SMART DAYTIME FROCKS 
Some of the frocks were exception- 
ally attractive. One, of rust wool 
poplin woven with a stripe, was called 
‘Sal pette”, because it form was dis- 
tinctly reminiscent of overalls. An- 
ther, which is sketched at the lower 
right on page 60, was called “Ba- 


bouchka” and was of black Moroccar 
crépe and the same rust poplin; the 





waist. very long and rather bloused, 

toned up the back. A little embroi- 
dery made of odd shaped gold sequins 
a cine alk daank eoheted ein 
anda I \ COLOl VOO! 





7 : : ; : sag j a4 1 
velours appeared at the round Oriental 







MARTIAL ET ARMAND 


from page 59) 
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neck and at the ends of the wide 
sleeves. The low hung skirt was in 
panels of the black crépe over wider 
panels of the rust poplin, and the = 
black crépe was decorated at interval 

with round spots of the same embroi- 

dery. A very wide sash of the poy 
was twisted around the low waist-lin 
and tied loosely at the side. 

Here and there pleating was used a 
trimming, but in general it had dis- 
appeared. A redingote of beige clotl 
had a pleated section in the back 
the skirt and a very low girdle made 
of a glazed ribbon which looked exact 
ly like lizard skin. Another redingot 
was made of the Rodier embroidered 
serge, rust yellow and silver on black, 
which appeared in the September 1 
issue of Vogue. <A charming thre 
piece frock had a black skirt of one of 
the season’s favourite materials, broad 
cloth, and a waist of white crépe dk 
Chine with a high collar, while ove: 
this was a short bolero of white suéde 
studded here and there with cut ste 
and lined and collared with cloth 
silver. 

High collars appeared on many c 
tumes Some of them were seamed at 
the sides and completely covered thi 
chin. Others were of wide ribbé 

metimes glazed, for glazed effect 
persisted in this collection—tied in th 
back in large bows. Indeed, collar 
were interesting throughout the colle 
tion, and some of the frocks played 
with the new idea of very high c 
used on bodices with no sleeves 
all, which is an effect to which tl 
eye will have to become used 

A good deal of satin was us n 
crépe de Chine, very much velvet, ar 
for afternoon and evening wear ther 
were the heaviest silk laces, embr 
dered nets in both metal and 
and a great deal of plain tulle. Ver 
heavy brocades made some attracti 
evening frocks for young girls; the 
were made with a rather full skirt 
which were hung four draped panels 
points. More formal evening gow! 
made notable use of velvet girdles in 
the most brilliant geranium and _ nas- 
turtium shades, often trailing one end 
on the floor. An immense amount of 
very showy embroidery appeared 
nany of them, including the panels 


painted paillette s introduced last sea 
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AGAIN THE MOYEN-AGE 


The new moyen-age effect \ 
tained in slenderly draped fr 
rich brocades, with the fold drawn 
one side low in front and sometim« 
held with handsome buckles, and with 
a touch of fur somewhere about them. 
Girdles appeared in profusion, some- 
times very large and in a material and 
colour not otherwise used on the gowr 

A rather novel line of drapery ay 
peared in one of the best gowns of tl 
collection, a heavy black silk jersey 
from Rodier in a novel fancy wea\ 
This was open in the front of the skirt 
over an underdress embroidered 1 
large white circles,’and in the back th 
material was draped in a “burnous’ 
point from the waist-line and falling 
down on the skirt to about the kne« 

very large round pearl button at 
one side repeated the motif of the en 
broidery. Back drapery appeared 
several gowns, notably on a _ beig 
broadcloth, for broadcloth was. used a 
great deal in this collection. 


Vas 
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M. H. 
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TWO STYLES 
Fringe Nets— 
Self Adjusting Cap Shaped Nets. 
nv all colors to 


match your hair — 






nreoptiag 
Grey and White— 2$c, and up. 








AIR nets lose 
their charm when they ‘% 
can be too easily distin- 
guished. Every “Unicum” 
Real Human Hair Net is so 
perfectly matched for color 
and hair texture that no 
one even guesses you are 
wearing it. At the same 
time “Unicum” Nets are 
stronger. 
Look for the “Unicum” envelope 
as shown above. Communicate 
with us if you do not find it at 
your dealer’s. 
Two Styles: 
“Fringe Net” and 

“Self Adjusting Cap Net.” 

15c. each—2 for 25c. and up 

White and gray, 25c. and up 


A new and interesting booklet—“The 
Latest Modes in Hair Arrangement”— 
free on request. 


THEO. H. GARY 
67 Irving Place 
New York 

























Dark Brown Hair 


When fine and glossy, 
indicates refined tastes 
and excellent color feel- 
ing. Quick intelligence 
and amiability. 

Dark brown and all 
other shades are most 
perfectly matched with 


rc” 


LLHAIR NETS | 
Co. 








INFANTS’ 


of little 
a baby 





Sizes 0 to 3 


$7 25 not yet 


Sold Only by Franklin Simon & Co. 


With Soft Soles 


STARTS AT THE VERY BEGINNING TO 
GUIDE THE GROWTH OF BABIES’ FEET 


Foe orthopedic surgzeon 
who is recognized as_ || 
the head of his profession | 
demonstrates that the care 


Soft soled Specialist shoes 
are the scientific protec- 
tion for little feet that have 


Pink, Blue, Tan or White Kidskin | 


Franklin Stmon.a Co. 


Fifth Avenue, 37th and 38th Sts., New York 


Infants’ Shoe Shop — Third Floor 
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Forsythe 


RAR The Waist House )R¥RRARQ 
naps rece eae m 




























Latest from Forsythe 


Dimity, $5.00 Habutai, $7.50 Radium or Dorisoie, $15.00 
Sryle Booklet on Request 


John Forsythe & Sons, 


3 West 42d Street 

















feet bepins before | 


stands on them. 


learned to walk. 














































° Fresh ripe cherries or berries 
preserved for you in pure 
P sugar at the kitchens in the 
berry fields. 
Cream cheese with PAUL'S RED CHERRY JAM, ard other 
novel receipes in’ *From the Valley of the Mountain.’’ Send 4c, 
PUYALLUP & SUMNER FRUIT 


GROWERS CANNING COMPANY 
300 Paul Avenue Puyallup, Wash. 
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MADELEINE ET MADELEINE 


( nucd from page 61) 








f th it otris | th rows of w about the hips ran a line of ¢ 
scarlet and gold iid; and a white embroidered with corals. Another 
Riviera suit of heavy rge has large tractive gown, called “Mystére”, wa 

f monkey fur t v on the of black satin with wide sleeves an 

These fur ppear drapery f heavily  jet-embroider 

lel black net, while a third, called “Fi 

| d'Or”, had the waist swathed low with 
NEW THINGS } i scarf of black satin; two line I 




















row gz ld lace ran lown ul der tl 
Fur is much | tr I g I rms, the swathing carl pa ng be 
, | ne cen them, | n e hy ind fe 
dyed lamb, which re} nt to the hem of the gowr I Ire r 
slinks” app ed a I unce ted on one le { ¢ ™ 
beige, in big enveloping coats and embroidered black net 
rt slightly bloused coats, tight A whole series of frocks { 

nd the hips. A grey coat of tl girls contrasted piquantly wit! 

1 was worn with a black velvet moyen-age line Some of them were | 
rock. cut on the pr ling line, ad 1860 taffetas, with skirts in a_ s¢ | 
isted to the bod th long under f ruffles; some were cloud) 1 
irm seams, al d tuck d Ip n ike | | fects in tulle, apric rt, Nile green, 
ith an ornament large white and tan; while others were n whit 

y ld paillette ie | 1 hem of the t iched with mad nna blue \ chart 
| skirt thus had a ] lifted flare I ny daytime frock f blue erge | 
me de, accentuate 1 1 |i I the i | ny full tunic, mewl it Ru lan 
grey lur running aroutr 1 it Another i iracter, open at ne side mobr 
her sensational gown wa n the lered here and there in red, and edged | 
A almost vr nes. and tl vith grey fur. This had a low round 
entire gown W ! 1 f narrow band lar and wide bishop sleeve iffed 
f beige cloth put together with a ! th narrow band 
f cat-stitching } 1 gu 

beige le the sid HE MOOTED QUESTION OF COLLARS | 
he skirt in ] 1} | 

the wai yy While many of the slender ve I 

Broadcloth ands velvet re bot] r broadcloth frocks, lraped t 
largely used for gowns. while for suit ide and cut in one long line, had high 
1 rather heavy Ik br le in dark lars and long tight sleeves in keey | 
blue or in sor had f brown w ng with their historical inspiration, 
often emp! Ve 1. Sometu the sult ther afternoon frocks kept the col- 
had long coats. # : nd front larless effect which many vomen re- 
and flaring at tl nd collared fuse to relinquish The exaggerated 
with fur: sometir { consisted of décolleté was definitely discarded, even 
] ng cape, the tor I rt |} lyving the r evening vowns, which were il n 
shoulders. with a frock underneath long slender lines, often richly embr 
One f these cay its in warm lered in deep oval panels in the back — 
brown material | la | f br ack ind front of the skirt. These gow! = 
FS. . Gi, Thos the whole top part f which was vatl vere all very long and « ich trailed a 
} OUT Hf / He ered in row after row, leaving a flour train, or even two, One, called “Cathé- 
bout two feet deep around tl { jrale”’, was of black sequins shadin 
« C | i | I 1 | 


tom. Ihe frock vw f matching to grey silk embroidery and had 
f 


a : : ae ; 2 
brown taffeta, with a pink rosebud ot rain of royal blue velvet at one side 
] 





Re -¢C : * ‘ - two here and there. Velvet was fea- \ striking gown called “Princesse” 
Yours for the Asking qared as lavishly as had been pre of white velvet, tightly adjusted to the 
a cc dicted body by means of long underarm 


Unusual embroidery is expected of seams, with gathers at the sidk f t] 








his house, and y oF supple waist and with a knot 

pointed in this respect, for a_ serge tulle placed high on one shoulder 
frock was embroidered with paper clip w on one hip, wi ili nd 
set in large squares. and another had an \ charming gown, the 
apron tunic back and front mad f upper left on page 61 and called 
‘ . > T ) mT He i tT iy | strands of rust 1 ]1 held in plac vith “Nouvel Age’, wa f black velvet 

/ < “4 ae —" . ° . 11 P +8693 

» A D) | » Ss A Ss ines of black running act t. Ar with flounces: of black lace held in 
her gown had sid ctior f em- place by curling coral ostrich feather 
: , , broidery made of nothing more nor |e nd long feather tassels. This model 
$ () M B | N E [) W | H than silvered trouser buttor hes proved that the long, adjusted, slender 
. 4 A | “ o9 , 1° . . ’ A 
| letails were, I course, more I ( ine, though it may seem to be adapte 1 
han pleasing. nly to the tall slender woman. may 


\ series of satin ns coml 1 be worn by the small woman, if it 


LA R [ SIST DE N NG | ith vet y black Ik r gold ‘ ns arte rly interpreted for moony M ‘ 


attractive. One of tl } : a called Madeleine, the creator of the models 


W | L 2 kK E 3 pP Y () LJ R ll! | “Toison d’Or,” and had a long supp! called this gown “Nouvel Age” to in 
ie | bodice of black satin, long transparent dicate that the medieval ideas may be 


cic¢ 





: 4 1 1 


: a . 
ice sleeves, and lace panels hanging uccessfully interpreted in a modern 


F | G U R E YOU NG HH in the back of the narrow skirt, whil way for the fashionable woman 
a | J | 
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La Resista Corset Company 
431 Fifth Ave., New York 


Stores m 
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Franklin Simon 8 Co. 


Fifth Ave., 37th and 38th Sts, New York 





INDEXING THE 
BABY’S WARDROBE 


1 







Fe ree 
| Baby. 
Book. 


{ 








VERYTHING 


| RI a9 the babyneeds, 
| re } —everything, the 
| § 4 mother desires. | 
“4 


LAYETTES | 

TOYS | 
APPAREL 

Up to 3 years. | 





PERAMBULATORS 
NURSERY 


fini FURNITURE. 
| FIFTH AVENUE 
S77 aww 30 01 STREETS. 


|p NEW YORK 
| bs 
The “BABY BOOK”’ 


will be sent free upon request 
































FRANK BROTHERS 


Fifth Avenue Boot Shop 


Near Forty-Eighth Street 
New York City 







These Women’s 
English Grain 
Golf Oxfords 


21.00 


Women’s Imported 
Wool Hose, 
Heather 


Mixtures 


5.00 


Chicago, Michigan Boulevard Build- 
ing, Ci orner Washington Street 

Pittsburgh, Jenkins Arcade 
ew Haven, Taft Hotel 

Boston, Little Building, Boylston and 
Tremont Streets 

Washington, Woodward Building, op- 
posite Shoreham Hotel 


Exhibit Shops: 


St. Louis, Arcade Building, Eighth 
and Olive onan 
San Francise« Whitney Building 


133 Geary Street 


We have no agencies—Our shoes are sold in our own shops only 





























in 
The Life Of 


Atluriel 







slipping on 
her Lonnie-B 

-the French Veil with the slen- 
der elastic edge. 


At the beginning of an unusually 
busy day, at the Studio, Shopping 
and Calling, Miss Ostriche is as- 
sured that her Bonnie-B Veil adds 
a touch of Paris to her costume. 


BVI | 


IMPORTED FROM FRANCE 


“Just Slip itonl” 
THE Bonnie-B Co., Co. INC. 222 Fourth Avenue 





finds the Bonnie-B 


Miss Ostriche 


Veil a wonderful convenience at 


luncheon. No fussing with knots 
or pins. She just slips the Veil 
up under her nose and sips her 





New York City 
Also Im vie. P Human Hair Nets tea in comfort 
LIP TI IT IIE TS Le rc CoO 
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Rose, | 





‘Face Powder 


Rouge 


| Bice 
Joilet Water | A. a 


Cream 


Porkime 


Joilet necessities 
you will be glad 


know and use. 


Sold at the best Toilet Counters 


BALDWIN 


PERFUMERY COMPANY 
CHICAGO 












Originators of the always appreciated 
“Queen Bess" Tailet, Preparations. 
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azo 


Toilet 
Preparations 


“* * * Fragrant with for- 
gotten springs.” 



















BRE attcesneEn wrist rie 
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ging) 
EL TE aM i CANE 





ANY of my out-of-town patrons visit New 

York during the Autumn season and notwithstanding 

the lure of the shops, of music and the drama, the Nazma 

Salons are called upon to contribute largely to their well-being through 
its many branches of beauty culture. 

Daily appointments are given and I find a real pleasure in the 

varied benefits I] am able to give—through my scientific knowledge of 
the care of the skin and contour :— 























through my wonderful reducing treatments given 
with the machine invented by Dr. Bergonie of 
Paris: through electrical treatments that invigorate 
and rejuvenate to a remarkable degree and through 
the removal of superfluous hair by Electrolysis. 





HE newest form of window lace—Case- 
ment Craft-Lace. A strong net ground 
a delightful shadowy design. Dignified, 
| luxurious, charming—for the most formal or 
the simplest room. 


N {ee °°... prepared under my personal 
| « Z « > >» ~ S J ee = 

azma Toilet Re qui ites supervision and used exclu- 
sively in my salons are the most perfect cosmetics and correctives that 


science Can produce 


t cannot visit the Nazma Salon at present will 4 glace ag sa 


kict and Beaut Char The r acquaint \v« th the Nazma 


()UAKER Crart-LAcE Prcmions onde sate Belp a nto ofr out Abaet ert 


me an? ‘ Nazma Toilet Preparations on sale at B. Altman & Co. 
Window Lace of Individuality 


QUAKER LACE COMPANY. PHILADELPHIA Florence Woodley, Nazma Salons 


Our booklet “Concerning Win 


dow Draping’, by Grace i 507 Fifth Avenue New York City 
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IMPLEX |RONER _ 


/ 


/ 


Time and money can be saved in your 
household with this simple ironing machine. 
You sit down and iron at the Simplex! 
Just a touch of the hands operates this ex- 
clusive model. Ironings beautifully and 
rapidly done. We are glad to send further 









































j details upon request. 
| 
: New Shades for Fall 1920 Irons _ perfectly: 
3020—Burnt Orange Wy . A bright ¢») 
warm _ shade destined vast poy a 
‘larity ‘in the new dresses. — E towels 
3044—Old Gold (Rattan). One of th ; sheets 
rich, new Autumn shades, bound t ‘ ( . 
be “‘big’’ especially in woole1 ih \ napkins 
3069—Bluett (Wedgewood) Combini ) £; Wad . 
the charm and beauty of a Royal blue . > 34 43 4 <F@. aprons 
with that of the waters of the Me | eo: (Zz = - . e 
terranean / 4 — Lies lingerie 
3244—Opera Scarlet (Tomato). f yur? 
tic alan in millinery will this fa, h | io f LF gyn blouses 
ing, brilliant scarlet be desired | | . * , ers 
E very ricn shade 3265— Wine Brown (M: vores Full of Y 5 Le Z r l. 4 mg 
. Warmth and life yet sufficient | eM . 3 = aces 
; a. : . conservative for all ages a v 
the silk for as These poe re o-_-~ io Oe | Wry — 
- cards of the Textile Color Card 
perfect match Association. ‘\ \ /4 | ribbons 
: »? “Behind the Black Brick | Ty 
Strong, smooth, a handsomely illustrated a \ 
Set ioe : Fairy Tale of Silk will in- \ ~_E 
lar lelet ee sir la Bese rm at's ¥ » , terest both you and your ey | 
y —_ dren Copy sent free, / fs Ul 
so long as the supply lasts w = 
Write The H. K. H. Silk e also make 
Co., Dept. J, 120 E. 16th ie Sie eo er mashinne 
i os New York s an aun pe y 
MPLEX || equipment or 
Pacific Coast Office: ‘aundries, hotels. 
431 Sutter St institutions and 
San Francisco factories. 
SEWING SILKS 517-168 N. Michigan Ave., Chicago 
Factories at Algonquin, III. 
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WTHIGHEST AWARDS 
lavored Wit ip AND MEDALS 


PURITY, STRENGTH & FINE FLAVOR 
— 
? 2 

sr. oe 
" ») i ¥ | } 
i bop) | 

Ul -- 

0 ” . we . 

i) 


VANILLA AND 32 OTHER FLAVORS 


all G rocers 


i ote } yr, | 
: ie = a! | 
THE LARGEST SELLING BRAND IN THE U.S. teea| & 4, ee 
& —S = $$ —Saaa 


FTER a long season of partiality to 
low shoes the fashionable woman 
now turns for shoe novelty to 

high boots. Two of the smartest types 
are illustrated. Type A is carried out 
in the more serviceable calfskin leather 
in brown, chestnut and black; with . 
rather severe lines—but aristocratic to i! Bob Evans Middies 

the last degree. 1 and Middy Dresses 

are smart, distinctive and 
Type B is a more spirited design, made long wearing. Always in 
‘ ' ‘ . good form in the home, at 
in colored kidskin leather—blue, brown, MRNAS | the camp,or on the campus. 
hazel, canvasback gray— | RON f= Write for illustrated booklet 
with light soles and the | | “Lassies that Love a Middy” 
veritable Parisienne heels. SI, sci) meccauce ieaw Sauk 

These boots are extra high \\s YRS 
cut, the top reaching 12 
inches from the ground. 


E cerning th & 
falions ave condially. wel bye) ihyabers | Ly 


THE NATIONAL EXTRACT 








ee ee ee ee 




































comed and there is, of course, 


no obligation to purchase. | NX bal 1¢e 
| ite 


seme 9 ens e+ cas saa oma» cons ck xs aed were: ame» cama. we curds cel + ems cae: eam « red: oe 
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Andrew Alexander 
548 Fifth Avenue, New York | i 


owe ees « a a 6 epee ames ne ae + 


iW 
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r p~g } i ’ a Ps? 
} } Danersk Decorative Furniture 
yy A Do you really understand value in overstuffed upholstered fur- 
( © : j : niture ? 
4 Do you know how many times the springs should be tied? 


v 
T 
TY 
The FACE POW DER de Lire y Can you tell whether the cushions are filled with highest priced 
MNade by L.T PIVER Bris france ; 
Y 





down, or just floss and feathers? 
What assurance have you that the body is built up of hair and 
not moss, jute and excelsior ? 


EF 1 : We make the highest quality, most luxuriously built pieces that can be 
Beauty verywnere produced. Each price is based on the actual cost of the labor and y 
. FYTDACT ’ materiale involved. We are not paying top wages for poor labor, but A 
Pays Tribute to the Re OE , reasonable wages fo r faithful, conscientious workmanship of skilled x 
VEGETA j English upholsterer 
Queen of Powders rWwars | 3 Call at our Sales ’R ms now. Your own selection of fabrics will be 4 
applied. 


15 cents brings a dainty ; 
BEAUTY BOX with generous SOA ; | 


ERSKINE- DA ANFORTH CORPORATION 


2 West 47th Street, New — 


Fi irst Door West ot Fifth Avenue sth Flo« 
ae Cee we YOY DYN) 4 Ee HOEK : 


- ets 


semples of AZUREA Face Powder 
Sachet Powder and Perfume 


CHAS.BAEZ Sole Agent forU.S. 
Dept. “A” 24 East 22d Street New York City 
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Camesole 
Bloomer 
Petticoat 





Three piece set 
Sheer Batiste 
trimmed with 
real Irish 
Lace and hand 
embroidery Sm 


A. N. Saab , . 


Hand Made Lingerie 
Trousseaux | ni 
24 West 59th Street Z 
Adjoining Hotel Plaza /- i Fo 
4 
Wholesale fa Cu 
Retail y | ol 
ad ; . “Delicatel ah Siw ted tn 
} o a ‘ ippe Ze 7 
i) igarett 
29 for 10 ins Luxe of 
) JOO-§ 2% 
our dealer cannot supply you write 


Det MV. 1790 Broadway « New York ‘ 
IN CANADA 38 CATHCART ST. MONTREAI 
























































O 









Don’t allow ail to be harassed by unsightly 
it’s so unnecessary, because Dr. Korony’ s Simplex 
Method of Manicuring enables you to keep them im- 
maculate 
For the 
Cuticle Remover has no equal. 
some cutting; 
nd gives the 
whitening and 


nails 


Whitener, and for a 
S'mpler Cuticle Remover comes in 20¢ 
Other Simpler preparations 30c each at 


lor WM. KORONY, 


ctober 


ei 


For Beautiful Hair 


Ss ic ca atte clea 





Take the advice of highest medical authorities 


The council of the American 
Monoacetate 
the common foes of beautiful hair. 

Resorcin Monoacetate is 
Thus science 
easily attained. 


Two or three times a week rub “La Creole” 
hair roots supplied with needed nourishment 
You will soon notice the new loveliness of your hair. 


is stimulated, 
eliminated. 


Shampoo also 
every ten days or two weeks 


thoroughly with ‘‘La 
It is the only 


Regularly 
shampoo the _ hair 
Creole’ Liquid Shampoo. 
shampoo made from a menthol-cocoanut oil 
base You will instantly notice a delightful 
ooling effect The hair becomes soft and 
lustrous, scalp and pores glow with clear 
health and vigor 

After shampor ir r 
Tonic. The 
designed to aid ach ~ 


api Is 5s Sa Greole’ ” Hair 
t 


lampoo = are 


Medical 
for the treatment of dandruff (seborrhea) 


an important a of “La Creole” 
approves this famous preparation 


Association has recognized Resorcin 
and baldness (alopecia)— 


Hair Tonic 
Abundant vigorous hair is now 


Hair Tonic on the scalp. Circulation 
and dandruff quickly 


‘‘La Creole’ Hair Dressing 


is a treatment for the gradual re 
of the natural dark color to hair 
grown gray, gray streaked or fade 


At Drug Stores and Department Stores 


storation 
that has 


“‘La Creole’’ Hair Tonic... 75¢ 
“La Creole’’ Liquid Shampoo. . 50° 
“‘La Creole’ Hair Dressing......... . $1.00 

If you cannot obtain these pre parach ons 
at advertised prices, write us direc d we 


will see that you are supplied 


LA CREOLE LABORATORIES, Memphis, Tenn. 


always. 

proper care of the cutick 

It does 

softens the cuticle, easily 

cuticle an exquisite, 
bleaching the nail 


Send 20c for Complete Manicuring Outfit 


126 W. Main St., Louisville, Ky. 
Please send trial itfit I losed find 20¢ 


you will find Simplex 
away with trouble 
removes hangnails, 
transparent outline. For 
tips use 
lasting polish Simplex Nail Polish. 
and 60¢ 
111 Good Stores 


Simplex Nail 


bottles 






CuricleE 
REMOVER 


s2| 













































GOLFLEX 


“Man-Tailored Dresses 
of Worsted fersey 


} OMBINING the smart dis- 

tinction of a cloth frock 

with a wonderful comfort and 
elasticity. 


Designed and tailored by ex- 
perts, from a special quality of 
worsted jersey that keeps its 
original lines through all kinds 
of hard service. 


Ask for GOLFLEX suits, coats 
and dresses, in two score lovely 
shades, at your favorite store. 








Originated and Sold at 
Wholesale Only by 


WILKIN & ADLER 
11 East 26th Street 
New York 
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LLEN’S FRENCH HAIR NETS 





eee BLO -OFTGINAL  O.UA Eat 





' 





i 





“SLIPPON’’ CAP SHAPE hair a. ye” hee small 


sizes, 0 a dozen. 
Fringe, straight shape, hair nets in 


“IMPORT SPECIAL extra large size, $1.00 a dozen. 
WHITE OR GREY hair nets, $1.50 a dozen 


GEORGE ALLEN, 


Rue Bleue 3 
Paris 


INC. 


1214 CHESTNUT STREET, PHILADELPHIA, PA 





Also Importers of D. M. C. French Embroidery and Crochet Cotton 











$1 00 A DOZ. WHEN ORDERED DIRECT 
*-- FROM US THE IMPORTERS 


Mailed Free Anywhere by Insured Parcel Post 


Established 
1829 


Booklet on Request 


S| 


























To enjoy the 


66 q 99 


prevents all body odors 


comfortable assurance that 


body and clothing are free from all odors, 
apply a little “Mum” after the bath. 


This dainty snow-white cream prevents 


all body odors, 


or other causes. 


whether from perspiration 


“Mum” can be used with perfect safety, 
for it does not interfere with natural func- 
tions, and will not harm the skin or clothing. 

Include a jar of “Mum” in your shop- 


ping oe at drug- and department- 


stores, or from 
price. 


. ’ ° 
Evans’s Depilatory 
removes superfluous hair 

from arms, underarms, limbs or face 


receipt of price. 


HERE cars of qual- 
ity predominate the 
speed indicator most in jeune 





without any bad after-effects. Does its work gently 
and quickly. Complete Depilatory Outfit, 75c¢ at 
drug- and department-stores, or from us postpaid on 


George B. Evans 1107 Chestnut St. Philadelphia 






us postpaid on receipt of 


7m. 


a” 
vee Mb 





evidence is the Warner 
Auto-Meter. 















ody. 
while you read or rest. 


Chicago, U.S. A. 





Drawer 102x, 





An instrument of beauty R E: D U ( , E: 


and precision that gives Hundreds of men, hundreds of women, will be delighted to | 
tT ° read, “Twenty Weeks to Normaltown by Pleasant Travel.” | 
the cara distinctive tone. It will come to you free while the edition lasts. It tells how 


you may satisfactorily reduce your weight and permanently 
| remove the cause of obesity. There are no drugs to take, no 
| teas or potions, no massages, exercises, diets, or starvations. 
The method vitalizes every nerve of the digestional tract, 


| 

7. O77 T makes firm, sound, healthy tissue d t l int 
STEWAR r W ARN ER the ~~ tm b It is used thirty acl oy mor tee Sn cadet | 
| 
| 
| 


, , L) ] 
Speedometer Cor’n. Write today for that which you have been so long waiting, 
a reliable positive method. Address: 


Steubenville, Ohio 


Thermalaids 
=. 




































Recommended for all forms of 


ache, abdominal pains. 
Every family needs Thermolite 





De Luxe Model $7 — | Used and Endorsed by Physicians 


Standard Model $4022 congestion in nose, throat and ears. Relieves sprains, bruises, muscular 


stiffness, sciatica, neuralgia, lumbago, neuritis, rheumatism, headache, back- 


Office Hours, 10-4 Daily 


‘ \ ) ; | and other ailments of children. R 
do not focus or burn. Let us send you Thermolite with our guarantee of 
IA RN R satisfaction. Price complete $10. Send today. 
AUTO NM ETER, \_ Dr. Thomas Lawton ct Hews, 10-4 Daily Dont, 210, 120 W. 70th St., N.Y. 


DR. LAWTON’S HEALTH LAMP 


Thermolite 


To beautify the complexion, to heal 
and relieve pain in any part of the 
body, use Thermolite—an electric lamp 
which directs a stream of healing, stim- 
ulating, energizing heat and light at 
any point of pain. Can be attached to 
any electric light socket. 


cold, grippe, bronchitis, pneumonia, and for 


New uses occur daily. Splendid for croup 
Can do no harm. Does not shock. ays 
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Coupon Brings Big 175-Page 
Jewelry Book from World’s 
Largest Mail Order Jewelers 


Just fill in and mail the coupon— 
or send “aaqsed name and address on 
a postal—and we will send you 
Free and Postpaid a copy of this 
big 175-page Jewelry book. Its 
pages are filled with unusual 
money-saving offers in Jewelry, 
Diamonds, Watches, Silverware, 
Leather Goods, Toilet Sets, Fine 
—" Hand Bags and Choice 
Novelties for per- 
sonal and house- 
hold use. All 
goods are sold 
direct to user at 
Prices which 
mean a substan- 

556A — Solid 18K Gold tial saving and 
Wedding Ring, hand engraved. on a@ money-back 


The very latest thing in a wed- 
ding ring. Price only $12.00. guarantee, 








No. 654A — Sterling Silver Bar Pin. 
Set with rhinestones. as safety clasp at- 
tachment. A very handsome pin. Special 
value at our price, $1.00, 


10,000 Articles to 


Choose From 


The articles illustrated 
here suggest but faintly the 
unlimited selection afforded 
by this big jewelry book. 
Every article is a real bar- 
gain in the finest jewelry for 
themoney offered in America. 


SAVE MONEY 
ON JEWELRY 
Satisfaction Guaranteed 
or Money Refunded 


Prove for yourself that you 
can save money by dealing 
ot. 6 °AA.. With the old, time-tried and 
thyst Pendant. reliable houseof Baird-North 
Solid 10K gold Co. Order any article shown 
border. Abeau- here and, if not absolutely 
fful, piece (of satisfied, we will refund your 
only e money at once, 


Send Now for FREE Jewelry Book 


This big book, with its thousands of bar- 
gainsisa safe guide torightj ewelry buying. 
Deal with Baird-North Co.—world’s 
largest mail order BD 
jewelry house — es- 
tablished more than 
25 years. Buy from 
oP tea pon the heart 
of the American jew- » 
elry trade. Get this ooia’ ipene ‘one oon 
big FREE book today Linke, Enalish — shew 
—just send the cou- engraved b borders. Script 


pon or your name and Bi meavams enareved Sor 
address on a postal. ‘$5.00. ‘pair. Price 








BAIRD -NORTH CO. 


Estpbiished 1895 Capital $1,000,000 
S Broad St. Providence, R. I. 


Please send me, Free, without obligation of 
any kind, your big 175-page Jewelry Book 
containing more than 10,000 articles. 


Pd) SaNSissecebeescnnsicess sccusbsineneee 


ET nis op bab ss wancense BORED... <6. idtpancsonsee 
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—————Mail Orders Fillee—— 


Mawson& DeMany 


1215 Chestnut Street 
Philadelphia 


Dom iracle re Winter Sale of Furs 


ki very ‘Yf lomans Depildtory S 4 Savings of 20 to 45 Per Cent! 

p/ We bought our Skins last 
Spring after the big drop in 
prices, and manufactured them 
ourselves, thus making two big 
savings in cost. We are passing 
these on to you in Extraordi- 
nary Savings that are reflected 
in the Specials pictured here. 


} 242.50 
The Muskrat Coat 


Perfect Hair Remover Three - quarter 


length model, 
| HEN you use DeMiracle there is no mussy mixture to with large shaw 
apply or wash off. Therefore, it is the nicest, cleanliest 


f h collar and cuffs 
Scents oO t e and easiest way to remove hair. It is ready for instant use, 


of silky seal. 
and is the most economical because there is no waste. Simply wet the 
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ye Orient hair with this nice, original sanitary liquid and it is gone. SALI 
’ You are not experimenting with a new and untried depilatory when fj 
§ you use DeMiracle, because it has been in use for over 20 years, and is 194. 00 
rs ERFUMES which the only de ~pilatory that has ever been endorsed by eminent Physicians, 
Surgeons, Dermatologists, Medical Journals and Prominent Magazines Te , 
_ ‘ Py faction 
come from the ( Use DeMiracle just once for removing hair from face, neck, arms, alts) act ] 
on rainbow’s end— underarms or limbs, and if you are not convinced that it is the perfect Guarantee¢ 
ou . hair remover return it to us with the DeMiracle Guarantee and we on all Pur- 
is odors which the will refund your money. Write for free book. | chases. 
1 i — Three Sizes: 60c, a $2.00 
ts ~ast winds whisper—the : wena 
¥ : b f At all toilet counters or direct fre us in tang z rapper 
4 quaint amber scent o on receipt t 63c, $1.04 or $2.08, which in ‘ar Tax. Extra-large- 
Ay geisha dancers — spicy size Fur 
’ . 
Coats, up to 


50 Bust. 


1e extracts of Arabie the 
e blest. Prized for their 12 irae Eg 











r- " ‘ ° 20% OO French § 

e- seductive piquancy, their | Dept. S-21, Park Ave. and 129th St., New York 305.00—French Seal = ae 

r appealing and: enduring agent ge rit 
° ° w oll- 

at delicacy, their actual = ing shawl 


“" difference from all others. collar and 




















id wide bell 

*k ° 
Three Popular Vantine Groups cuffs of 

és 
SANDALWOOD skunk. 

Extract, $1.50 ; 
Toilet Water, $2.00 SALE 
Sachet Powder, 75c & $1.00 
Toilet and Bath Soap, 35c 244. 00 
Talcum Powder, 25c 

> WISTARIA BLOSSOM 

2 Extract, $2.00 

4 Toilet Water, $2.00 

e Talcum Powder, 25c 

d Face Powder (4 shades), 

2 $1.00 

r Toilet Cream, 25c and 50c 

GEISHA FLOWERS 

, Extract, $1.50 A Small Deposit Will Re- 

i Toilet Water, $2.00 serve Your Purchase in 

4 Disappearing Cream, 50c Our Dry-Air Storage Vaults 

Face Powder (4 shades), 75c Until Required. 

1 

For Sale by the Best ORDER NOW 

Dealers Everywhere When Savings are Greatest 

: If you wish to select from the 





Special Edition of our complete 
big Catalogue, showing rich as 
sortments of Women’s and Chil 
dren's Fur Garments, you will find 
a coupon attached for your con 
venience. Order by Mail in fullest 
confidence. Satisfaction Guaran- 
teed or Money Back! 


Mail Coupon 
for Winter Fur 
Sale Catalogue, 
showing 
smartest Fur 
Fashions for 


1920-21 at 


Your dealer will gladly dem- 
onstrate to you the delicacy 
and enduring quality of Van- 
tine’s Oriental Perfumes and 
Toilet Requisites. Should 
your dealer not yet have 
them, write us, mentioning 
his name, and we will see 
that you are accommodated. 
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T the theatre, or the 
desk, when traveling or 
motoring—wherever you go, 
a Kleinert Sanitary Dress Pro- 
tector gives you a most com- 


~ 





INCENSE Vantine’s fra- | 
grant burning powder, in | 
unique packages, 75c, $1.50, 





eee | 





























$3.00 Burners, 75c_ up. forting sense of security and Special 
¥? —- -_ — helps to prevent your gowns | eu 
} $1.50. Samples of Incense, rrinklino and cr ing i a 
| only, mailed prepaid, on re- from Ww Fetiades and « ushing ow Ee 
| quest. Address Dept. V. rene adjusted, perye 
i s ar: re 
= ——— 1. B. KLEINERT RUBBER co | 
| 719-725 BROADWAY, New York City 
= A. A. Vantine & Co. | Inc. {Tso make Kleincrt's Di Ha Mawson & DeMany, | 
| Shields, Baby Panta. Rubber SI , i| Philadelphia, Pa. 
aa NEW YORK Sanitary Goods, Hose Supporters, ¢ Ht ) ma Winte ur Sale Cat 
SY ; {| Please send Winter Fur Sal , 
ip, " ; sammame 14111111114: AGRRaTIARSATIABNATANTL ASIAN TI alogue t 
ma OFS ‘ame | 
SSS) OE Full Address 
AVEC = — ee cies 






























INDIVIDUAL 


















POHLSON GIFT SHOP 
Pawtucket, R. I. 


can reduce 


Fat Reducer 


Used daily in the privacy 
snow 

- i days or money re- 
and simple 
educes only 


E iol ietieel instructions enabl 
*tain your normal weight 
educer nae eieninate 


se 9 rt any 


man or woman can obtair 


yeight from 2 
your Re 
and remen 
it is guaranteed. 


Dr. THOMAS LAWTON 
120 West 70th St. 
Department 210 


SLT TTT TT UU 











Nippon 
China 
Hand 
Deco- 
rated 


Cd] 
# 


Priscilla 


Pink and 
Blue D 
each wit 
10 yards of 


Dripless 
Tea 
Strainer 


Reduce Your Flesh 
























Y ou can quickly dissolve superfluous flesh easily 
safety wherever desired by wearing 


Dr. Walter’ S famous medicated 
reducing RUDber Garments 


For Men and Women 


Cover Entire Body 
or Any Part 





Endorsed by leading physicians 

and worn by society everywhere Hi 
BRASSIERE 
Price $7.00 


Send for Free Illustrated Booklet. NECK oer + ec 





Dr. JEANNE B. WALTER, 353 Fifth Ave.,N.Y. 


wear oe 4th Floor) (Entrance on 34th Street, 3rd Door East) 
prese —_ >: MISS MARY KAMMERER, 1029 Walnut St 


Coast Representative 


WILLAR CO S46 Cturktan St Sas 





Cultivate Your 


Natura! 
Beauty 







OU ‘can 
have a 


vouthful appearance 
clear compiexion, mag- 


netic eyes, pretty 


brows and lashes, grace- 
ful neck and chin, 
luxuriant hair, attractive 


hands, comfortable 


You can remove wrin- 
kles, lines, pimples, 
blackheads, strengthen 


sagging facial muscles 


all through following our 
simple directions. ‘Thou- 


sands have done so. 


drugs, no waste of time, 
no big expense and quick 
results. Send for latest 
free booklet containing 


many beauty hints 


all about the wonderful 


work accomplished 
the 


GRACE MILDRED CULTURE COURSE 
Dept. 1, 215 N. Michigan Blvd. Chicago, Ill. 


(A Branch of Susanna Cocroft’s Work 








TUTTO 


without 


TE 


strenuous 














of you 


to los 


fatts 





or 100 


Lawt 
1 


Cee eee eee ! 





TO-DAY If THE DAY OF PERPETUAL YOUTH — 
IN APPEARANCE AT LEAST. 


YOUTHFUL APPEARANCE CANAOT BE 
MAINTAINED If ONES HAIR IS GREY 
OR DISCOLORED, BUT SC 1ENCE 
PERMITS OF THE RESTORATION 

OF THE HAIR TO ITS b 
ORIGINAL COLOR BY 


poe” ~ PREPARATION 


ca ( 

Fe! 

N DA vax NOT ONLY RESTORES THE 

i a HAIR TO ITS ORIGINAL COLOR BUT 
PREseERves THE BeauTy, LiFe, AND 


Ll 
id LusTRE OF THE HAIR AS WELL 
COMPLETE DIRECTIONS FOR USE ANTAINED IN EACH BOX 


BR finde from Golden to ieee t Black 








FOR SALE AND APPLIED BY LEADING HAIRDREJYERS ANC 


foots CG. 366 has ANY 


Boorkser 'B" Grey A(arr and its Treatment - free 








KEEP 
SWEET 
WITH 








25c on 50c ates at at oni Dept. Stores 
Eversweet Co. Dept. V-4, 62 Cliff St., ! 








——] UU be 
~ The ae ii 


The fastidious woman finds the Mermaid Hair 
Brush ideal for her daily needs. Frequent brush 
ing with the Mermaid makes the hair soft and 
glossy and stimulates its growth 


The removable rubber cushion makes steriliza- 
tion possible At all drug and department 
stores $1.50 upward | 


The Monarch Brush Co. 


“The Hair Brush 
with Removable 
Rubber Cushion, 












seams Hair brush — 


TROY, NEW YORK \| 



















i A Duhiwring ge 


that yearned for 

tint and softness 

“Youth's treas 

ured heritage 
—— wtall drugs and dept 
/ J" stores, or by mail on 
i Tee bt of pre 


Laird’s Bloomof Youth Co. 












62 Cliff St., New York 
Dept. V. y) 
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Ventralizes all bodily o¢ 
| 











peoravenneeerere 


’ aw 
Miladi's Boudor 


for over 50 years 


Pee SORE TESS DTAD GLUE RGR TSITOSELO@teE ates: 


YOUTH 


LIQUID face pow der 
































So al 


DANI. Aare 


SOUT TOIT 





DOr 
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A-1711—This footed fish 
aquarium is made of crystul 


and very prettily colored. 11 


high. Price, $15 


EW YORKERS 
N admit that it 
is simple to get an 
acceptable gift at 
Ovington’s, but it 
is a common com- 
plaint that such a 
splendid variety 
makes it hard to 
decide upon any 
particular thing. 


Catalogue A sent upon request 


OVINGTON’S 


“The Gift Shop of Fifth Avenue” 


312-314 Fifth Avenue 
Near 32d Street 


36 W. 5Ot Street 
New York 





Originators and Creators of 
Hand Made French Foot. 


wear 


Our shop caters to the wo 
man _ fastidious who de 
mands exclusive French 
Footwear attire. These 
modes are not a passing fad 
with us, but a permanent 
stock. Our American inter 
pretations of the real French 
Styles reflect the elegance 
and piquancy of Parisian 
ideas in Footwear 


Send for free illustrated 


Booklet No. 70 






































3 Hi 
Showing Same rig e 


without OVIDA-S LPH 
— 






A , OVIDA-SYLPH Shown 
OVIDA-SYLPH Showing with Low Corset 
RY Doe 


Double | Feature 
(Patents Pending) 


The Garment That Makes The Figure 





























Preventa Improves 
Bulging Diaphragm Figure and Style - ok 
Prodding Corset Steels Grace and Carriage EGGY has the talent of bringing 
Chafing Corset Tops Health and Comfort 


out the charms of your persor- 
ality with her fetching frocks. 





























Above photographs show 
Slyph” excels even the corset as the promoter 
grace and fashion. It also permits the fleshy nan 
vear the extreme fashioned corsets and girdles with the 


delightful corset-free effect as her more slender sister. 


convincingly that the “Ovida 
of beauty, 
- ” 

man t Let her gown you 










“One of Peggy's own’ —above. 


Same 
“Ovida Sylph” is indispensable not only for the 
full-figured woman, but for every woman who wishes 


ss A stunning navy blue tricotine, with 
to preserve her youthful figure and good health. 


panelled effect. Embroidered in 
all colors; sizes 16 to 42...... $59.50 























Style No. 2—Made of high quality mercerized surgical elasti 
and fine quality flesh colored jeans; graduated to 3 inches in 
back. Sizes range from 24 to 36 inches waist measure taken Mail Orders Promptly Filled 
over corset Retail Price $2.00 
If your dealer cannot supply you with Ovida Sylph, write for PEGGY McLEOD 
klet. 


e descriptive boo 


The Ovida Brassiere Co., Inc., 73 Fifth Ave., NewYork 


Manufacturers of Fancy and Elastic Brassieres 






“Medes Distinguées” 


27 West 57th St., New York 
















(eI SODDOO DTIC) 


8 
DREKA | 

















Brau. tn 


Established 1888 


358 Fifth Ave. at 34° St 
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SDDS 
FOBDOL 


New York ) | FINE STATIONERS 
ms Inferior #&*"™ 






































] ‘ i Glo f in 
In. High 9 Py > pe | 
oss Decorating Z | Personal § 
a , . A : ry 
Paintings, Mezzoftints, Mirrors, Lamps,Shades, is Christmas A) 
Period Furniture, Hangings, Framin = a 
: , ¥ 
517s 5 : Cards §& 
| iS) 
” neeneteeeeeeeee y Engraved and colored IS 
i IS by hand from our new IX 
A) and exclusive designs es 
Ki [A] now ready. fF} 
¢ an | sy 
n IA A 
¢ WF ial 
Ks cs |A 
ss W j j P Y | SAMPLES AND PRICES A 
: alpole Linens fh smuer & 
K Ww olka ya 
“4 - ; . » 4 e4 
‘ Are within the reach of all. ‘ A THE DREKA G60 Ia 
<) ° . . 3 - Q a 
y bein’ economical in Price ae i 
? cD SA ta N21 CuEsTNUTST 
M4 FIFTH AVENUE, Corner 35th Street, NEW YORK by rs PHILADELPHIA is 
: Also 583 Boylston St, Boston, Mass. DI i) ay) 
LONDON & DUBLIN ‘actory: Warinestown, County Down, Irelan ha |) i) 
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Skirts ant 


hey 










rien Fall Modes 
Now Ready 


New suits, new dresses, new coats, 
1 waists the same prett 
styles that other women are wearing 


have no “maternity look. 


Mail Shopping penvine 


f unable visit any of 
New Pork Chicago Detroit. i 
ngton or San Francisco, write Depart 
V1 for Free Style Book 


Lane Bryant 


21-23 W. 38th St., N.Y. 








-\LANDINIG 





16-oz. Ser, $5.50 32-oz. Jar, $10.00 


(INSTATCT pe 


ROBINSON Co. 











air Was 
uite Gray 


- 





“It was falling out, getting brit- 


tle and stringy. 


My scalp was filled 


with dandruff and itched almost 


constantly. 


“A few applications of Kolor-Bak 
produced a wonderful improvement 
The itching stopped instantly. There 
was no more dandruff. And—marvel 


of marvels—it 


is now restored to its 


original color—not a gray hair shows 


anywhere !” 
Kolor-Bak is 


not a dye or stain. It 


is colorless, stainless, harmless and re 
stores original color to gray hair sim 


ply by putting 


hair and scalp in a 


healthy condition. 
Send for our special trial offer; also 


Free Book on H: 


1ir which explains how 


Kolor-Bak restores gray hair to its 


original color. 


HYGIENIC 


LABORATORIES 


3334-3338 West 38th St. Dept. 1079, Chicago 








14280—45¢c. 
Three White Nar- 


12900 36c. 
Wonderful Crawling 
Bugs provide hours of 

ntertainment. 





a Christmas Gifts 


Six White ‘Narels- 
Bulbs, 1 
xed 






lore 


Hand-Color rift 
Card with friendly 


Bulbs in 
box with 
Gift Card bearing an appropriate verse 


Catalog, page 65. 


pipe or -roots, handsome 
utte 


are not pleased. 


These 


Our Catalog 
pictures Bug 
Games, Bu 
Cut-ups and many Other Toysand Games 


14277 66c. Pair of six-inch Bay- 
2 berry Candles. In Mahogany Sticks 
they are delightful. Mailed with a 
Sprig of Bayberry and Hand-Colored 
«Gift Card they are irresistible. See 
Catalog, Page 67. 














14327—$2.00 
f 


fahogany Candle- 






hes high, nicely 
Just the right size 


to hold the Bayberry Dips 14327 
shown above. A refined and 
tasteful gi ft. 


,Our Big Catalog pictures 
yusands of splendid gifts. $2.00 
it makes your Xmas ep. a pair 
y list 








1 it's a Great 1 
THE HOLMES CO., p23, ,5i20"8°? 








MAURICE & 


MATERNITY 


14656 $1.50 Artistic 
54-inch Bowl of green pot- 
tery, five Lily-of-the-Valley 


rfiy Ornament, and at- 
tractive Hand-Colored Gift 
Card of Best Wishes. There’s 
no sweeter flower,—the fra- 
= ce is delicate and de- 
$1.50 lightful. Money back if you 


MIDDLEAGED WOMAN 










24 West 47 Street 


















Y DT, ll 

















Those to the manor born sense the 










powder supreme. 









dainty toilet requisite for dainty women 
y care for their complexions 
Refuse Substitutes, they may be dangerous. 













BEN. LEVY CO. 


125 KINGSTON ST. BOSTON, MASS. 






























DERMA VIVA 


WHITENS THE SKIN oyce 


Or Money Back 





Is used in place of powder. Has 
same effect but does not show. 
Red, Brown or Dark Face, Neck, 
Arms or Hands made a beautifu! 


white at once 
refunded. 


Absolut 
When entertaining or 


or money cheerfully 


ely Harmless 
being enter 


tained, you will find exquisite sat 


isfaction in having your skin s 
beautiful 
4leo tru Derma Vira Rouge purely 


regetable In mirrored bor, with puff 


Either article at y 


or sent prepaid 
Stal r mone 
¢ 


let counter 


vr fa ite t 


on receipt of 63 cent 


Avoid substitutes 


DERMA VIVA CO. 
818 Transpertation Bldg. Chicago, Ill. 
Canadian Agency: Wilson Import Co. 


Montreal 


Canadian price $1.00 


Canada 


VOGUE 
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{Music Lessons 
> At Home 


ONDERFUL home study music 
lessons under great American 


and European teachers. En- 
dorsed by Paderewski. Master teachers 
guide and coach you. Lessons a mar 


3 vel of simplicity and completeness. 


The only recognized Conservatory of 
Music giving lessons by the UNIVER- 
SITY EXTENSION METHOD. 

The ideal of a genuine Conservatory 
of Music for home study based upon les 
sons containing the cream of the life’s 
teaching experience of Master Musicians, 
reinforced by the individual instruction 
f specialists, is now attained. 

The University Extension Conserva 
ory, by adopting the Personal Instruc- 
tion Method, has placed home music 
study beyond question as to results. 
Anyone can learn at home. 

} 

Any Instrument Wits; telline 
interested in—Pliano, Harmony, Voice, Pub- 
lic School Music, Violin, Cornet, Mandolir 
Guitar, Banjo, or Reed Orga and we will 
send our Free Catalog with details of course 
you want Send now. 

UNIVERSITY EXTENSION CONSERVATORY 
174 Siegel- "Myers Building Chicago, Illinois 


WPM NEES 





Your Hair 
Always 
in Place 


Ha r your charm lies in 
the way your hair looks; 
dress it the most becom- 
ing way; then fix it so it 
will stay that way — 
under the most stren- 
uous conditions—with 
Hump Hair Pins. You 
only need a few. You 
can buy them every- 
where in § sizes. All 
have the lovely satin 
enamel finish; 5 and 
10 cents the package. 
Hump Hair Pin Mfg. Co. 
Sol H. Goldberg, Pres. 
Chicago 


HUMP 


or 
= ~———. 
a 
(mm te 
224 a 
SRI Sas Sane 


HAIR PINS 
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L. 
pu. 


“bane 4, ar , 
worvantid 





Pure and Harwheoo. 


powder cannot 


- RE face 

injure the most delicate baby 
skin. The trouble is, too many 
powders are made in the old- 
fashioned way, with rice pow- 
der. Rice powder is starchy, 
and, like bread flour, it is quick- 
ly turned into a gluey paste by 
the moisture of the skin. This 
paste clogs the cuticle, swells in 


the pores, causing enlarged 
pores, blackheads and pimples. 
\ specialist makes a harmless 
powder by using an ingredient 
doctors prescribe to heal the 
skin. Every time you apply this 
improved powder you give your 
complexion a real beauty treat- 
ment. There is a thousand dol- 


lar guarantee of purity printed 


on the box, certifying it does 


not contain white lead, rice 


powder or any harmful sub- 


stance. This guaranteed pure 


powder is called La-may 


(French, Poudre L’Amé). Be- 
cause it is pure and harmless, 
l.a-may is now used by over a 
million American women; it 
is now the most popular com- 


New 


Women who have used 


plexion powder sold in 
York. 
even the most expensive face 


powders say La-may stays in 
better than any other; they say 
they cannot buy a better pow- 
der than La-may anywhere at 
any price. There is also a 
la-may Talcum that prevents 


the souring of perspiration. 
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Hall 


HATS 
GOWNS 


to order! 


11 EAST 47 
NEW YORK 


























Rebuilder-“Gowns | 
(VJaker we Gowns 


New York's exclusive and most unique Dress- 
making establishment where simply WONDERS 


are wrought with your passe frocks. 


A visit to my ¢s stablishment will reveal to you what great pos- 
sibilities lie in those many out- -of-Fashion frocks that you have laid 
aside. Here they pe lie trans formed into the styles of today 
and tomorrow with a/ 


GOWNS REBUILT Su, ces 













Go order 













the charm of your own individuality 
folly for Out oe Town Customers 





























Perfect 
Workmanship 






7 East 55th St., New York 






Prices 
Reasonable 









phone Plaza 9463 
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ed 
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- Leavens Furniture | 


) 
4 
The careful, discriminating pur 4 
chaser plans a home that will become 
» more beautiful as the years go by f 
, Which both in exterior and interior  { 
» appearance will take on additional 4 
charm as it grows older 
He selects 
Leavens 
Colonial 
Furniture § 
, 
— satel ; ; 
Personal preference may be exer 
cised in the matter of finish. We will 4 
gladly supply unfinished pieces if de- ‘ 
sired, to be finished to match any § 
interior 
q 
Write for set No. 5 of illustrations  } 
ind’ Leavens stains } 
; 





2 CANAL. STREET, 
BOSTON,MASS 


WILLIAM LEAVENS &/CO. wc. 
RE 4 














Youthful Beauty 
For Any Woman 


The secret 
of a youthful 
face will be 
sent to all 
women 
who see 
their beau- 
ty vanish- 
ing or 
who have 
facial 
lines, 
wrin- 
kles, or 
other 
disfig- 
ure- 
ments 
caused 
byage, 
illness or 
anything 
else. 

Multi- 
tudes of 
women 
have found 
the secret of 
rFenewe 
beauty in 
Kathryn Mur - 
ray’s remarkable 


° ° 
Facial Exercises 
which remove lines, “‘crow's feet" and 
wrinkles; fill up hollows; give round- 
ness to scrawny necks; lift up sagging 
corners of the mouth and clear up 
muddy or sallow skins without the use 
»f cosmetics, creams, massage, masks, 
plasters, straps, vibrators, “beauty” 
treatments, or other artificial means. 
The Kathryn Murray Method will show 
you how five minutes daily with these 
simple facial exercises will work won 
lers This information is free to all 

who ask for it. 





















Results Guaranteed 
Write for this FREE BOOK which tell 
what to do to bring back firmness to the fa 
muscles and t le and smoothne ind beaut 
to the skir Write today 


KATHRYN MURRAY, Inc. 
Suite 1032 Garland Bldg., Chicago, Ill. 
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Dated 
October 15 














The Vogue Company 
Cowot Nast Puitisher | 


Announcing the Next—the Paris Fashions 


Number of 


Want it? Of course you want that Paris Fashions Number. But you'd better 
reserve it at your usual news stand. When? Today. Of course. 





o> & k 
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CONDE NAST, P 

EDNA WOOLMAN CHASE 


HEYWORTH CAMPBELL, Art Director Twice a month 
SO a year 19 West 44th Street, New York City 24 coples a year 


35 cents a copy 











October 





feeling that com 
knowing that ye 
is ALWAYS 
fully wavy 
are always fasci 


attractive. 


Schaeffer’s. Sit 
Quick — Comf 
As waved at Scl 


Kink or Frizz 
the hair is bol 
otherwise. Run 


informatic 


full 


J.SCHAEFFER 








Mme. Polly’s 


FAMOUS COM 
VANITYE 


(Described Belou 


BLISS ! 


—bliss is the only 
to describe the delightful 


word 


es trom 
yur hair 
delight 


and that you 


inatingl) 


PERMANENT 
HAIR WAVING 
is a profession by itself, 

An art as prac 


ticed at 
nple- 
ortable! 
iaetfer’s 


there is no possibility of 
whether 


ybed or 
in for 
yn — or 


phone Murray Hill 5772 


Specialist in 
Permanent 
Hair Waving 


542 Fifth Avenue 


Corner 45% St. Suite 97. 


me e Pall 


210 Vest 42 


Dept. M 


PACT 


After numerous requests Mme. 
Polly has consented to place her 
World-Famous Preparations in the 
better shops throughout the country 


where they may be 
| procured. 


These are the 


1 Street, New York 


Mme. Polly has used so successfully during 
the past 30 years in her well known Beauty 
Salon. Pending the time Mme. Polly's 
preparations are on sale in your city her 
laboratories will be pleased to supply you 
direct 





Mme. Polly’s 
COMPACT VANITYE 

is composed of a large size each of Mme 
} Polly's famous Rouge and Powder Com- 
. pact, an Eyebrow Pencil 
of superior quality and 
her ide al Lip Rouge 

Pencil 


Price $2.00 





conv eniently 


identical preparations 












free! 
perfect 
source of 


words, LIVE. 


B free 


figure ! 
inspiration 








Weigh what you should weigh! 
Enjoy life 


Be happy! 


to your friends. I 


from nagging ailments as our soldiers are 


Have a 
! Bea 
n other 


When all of the vital organs are doing their proper 


work, 


and you stand and breathe 


correctly, 


germs, grippe and colds have little hold on you. 


I have 


helped 92,000 refined, 
regain health and good figures. 


how to keep well. 


scientific, 
to suit 


intellectual 
I have 


women 


taught them 


disease 


Why not you? You can devote 
just a few minutes a day in your room to following 


hygienic principles of health which I direct 
your particular needs, and 


You Can Weigh Exactly What You Should 













ap 
I | 
















Have You Any of 
These Ailments? 


Even the most stubborn 
Ailments — 
treatment, 


Common 
— to my 


neces Flesh in any 


part of body 
Thin Bust, 
Neck or Arms 
Round Shoulders 


Chest, 


Incorrect Standing 


Incorrect Walking 
Poor Complexion 
Poor Circulation 





I KNOW it. I have 
weight of 40,000 
creased the 
I can do the same 
every vital organ. 


women 


for 


reduced the 


and in 


weight of 40,000 more. 
you and 


at the 
























“ 


same time strengthen 


My work has grown in favor because results are quick, 
natural, permanent, scientific and appeal to common sense. 


You Can Have a Good Figure 


Don’t envy the 
your own. You can 
dress if you carry 
poor figure. 


it well 


friend who has 


than in 


a wonderful figure. 
and you will look a lot better in 


Perfect 
a modest 


expensive gown with a 


I want to help you to realize that your health lies almost 
entirely in your own hands and that you CAN reach your 


ideal in figure and poise. 





Lame Back . 

Headache Judge what I can do for you by what I have done for others. 

Sleeplessness The most progressive physicians are my friends. Their wives 

Lack of Reserve and daughters are my pupils. Medical magazines advertise 

Nervousness my work. 

Irritability Write me about yourself. I will hold your letter in strict 

Constipation confidence and will tell you personally whether I can help 

Indigestion your case. 

Dizziness Sit down and write me NOW. ‘Don’t wait, you may forget it. 

Rheumatism I will send you free my valuablesHooklet on health, telling you 

Colds how to stand, walk and breathe correctly. 

Torpid ie 

Mal-assimilation 

Auto-Intoxication Susanna Cocroft, = 17, 215N. esti Ave., Chicago 
Viss Cocroft is a_ national ognized authority on condition- 52 
ing momen as «(our training Pte. have conditioned ow men. 





wonderful 
shirt, 


This 
cuat-shaped 


is the 
infancy. 


stomach, sa 
guard of 
It insures 
where it 
to the 
organs. 


ALL the time 


Baby needs his 
bens all the year rou 
to keep him safe 
weather changes. 

Made 
for children of all 
If your dealer hasn't 
write to us. For 
protection, 


genuine RUBENS 
Manufactured only by 


sensitive 


8 North Market Street 


little 
dou- 
ble thick over chest and 


protection 
is most needed 
vital 


from 


in all materials 
ages. 


your 
insist on the 


* 


fe- 





Ru- | ) 


nd 


RUBENS INFANT SHIRTS 


For All Babies }, 


en 
fei 


fEubews 


ate 


Look for this Trade-Mark 


ous ee ee ee 


Put on and off 
like a coat 


Always fits 
perfectly 





it, 


RUBENS & MARBLE, Inc. | 7 


Chicago 








ts 
NO BUTTONS NO TROUBLE 
Mark Re 


ide 





() 





ag. U. 8. Pat. OF 











You CAN Reduce 


iy your 
lines 


casional 


you 


G: irments. FE 


women 


their slenderness. 











\ Correspondence 
invited from 


Reliable Dealers 































Hip Band $10 


figure 
can 
wearing 
amous stage 
depend upon 


Bailey Garments to retain Chin Band $1.50 
Brassiere for reducing bust Abdominal Belts, 10” wide ir 
tack, fine coutil; front, fine front 
red rubber. Give Bust meas- s2"—42" $7.50 
WE iss erate eevass . $6.00 44” —48” 8.50 
Hip Belt of fine red rubber 
15” long. Give waist and hi 


has lost its slender 
safely regain them 
of Bailey Rubber 
beauties 





Send for circular 


Exclusive Agencies given Dealers and Beauty Parlors 


Cc. J. BAILEY CO. 


or order direct 


fashionable 


by the 


Reducing 
and many other 7 





Dept. B, 11 Avon Street, BOSTON 9 


OC- 


yh 







Established 1888 































SERVICE 
AND 
SMARTNESS | 
Vodel 1600 
Nurse’s uni- 
form, white 
pre - shrunk 
ervice 


Cloth $5.50 


In white ‘ 
linene $4.50 \ 






























































Leading depart- 
ment stores every- 
where carry S. E. 
B. uniforms. in 
Greater New York 


at: 

B. Altman & Co. 
Abraham&Sitraus 
Arnold Constable 
Best & Co 
Bloom’ gdaleBros 
Gimbel _ Brothers 
Fred’k T.oeser 
Lord & Taylor 
R. H. Macy & Co 
James McCreery 
Saks & Co. 
Franklin Simon 
Stern Brothers 
John Wanamaker 


Model Uniform—Individ- 

uality itself. Black cotton Pongee. 

Pongee $5.50 

Mohair $8.50 to $13.50 

If your dealer is out of these Uniforms 
let us know 

Attractive booklet of other styles on request. 
Write for it. 


S.E. BADANES CO. 
Dept. V, 64-74 W. 23rd St. 
New York City 





375—Maid’s 















Unusual Baby Clothes 


Made in a New Orleans, the Pp aris of 
ica, by real French needleworkers. Beautiful, 
dainty, priced very low for quality of work, 


DE LIS HAND-MADE 


INFANTS’ WEAR 
Try one of these special offers. Satisfaction 
guaranteed. Money back if not satisfied 
SACK—/80!—Delicate little hand em- 
broidered flowers (pink or blue), French 





Amer- 


_ ts and crochet. Made of crepella. In 
ak, earners 
SLIP—1024--Nai 300k Tucks 
stitching, Fre ack knots anc 

Neck and 5 ed ed with 

ind lace It fants 6 mos 


—_ HTINGALE—1809—F: res! 









coat) for 
m aa cashmere hat 
Ss 1 oo ed (pink or 
COAT—2511—4 cre pella coat 
Warmth and comfort is th ( 
with turn down lar a d ‘cuffs Dai 
scroll design or thornstit » lined w 
a ial silk ld sep arate ly if lesired 
f 6 mos., 1, i ae 
CAP—2511C— sutiful crepella —o 
match «x hina silk padded lin i 
Sold separate ly ired Infants ‘6 
mos., 1, 2 ¥re.cecces or $3.00 
Send for Catalog > 
Dept. V-10 ky¢ 
New iY =f BY 
Orleans ; 





























VOGUE 


Columbia Six 





WORLD-WIDE FRIENDSHIP 


[he friendly feeling which everyone has for the Columbia Six shows the real worth of 
the car as nothing else could. 

fest this for vourself. You will find that people everywhere—even in other lands 
know the car and speak well of it. 

Among Columbia owners this friendship is an intimate, personal thing. The car 
becomes the friend and pal of the entire family. It usually wins a nick-name—the 
surest evidence of friendship. 

lrue friendship is not easily gained. One weak characteristic will discount a score of 
brilliant advantages. 

he Columbia Six has many outstanding advantages—the thermostatically controlled 
radiator shutters—the comfort of the non-synchronizing spring suspension—the beauty 
of line, finish, and equipment. Yet most cars have one or more advertised features 

We prefer to have the Columbia remembered as the car so honestly built through and 
through—so satisfying,—so dependable, that it wins friends and keeps them 


COLUMBIA MOTORS COMPANY 
DETROIT, U.S. A 









































Trademark 4 
FAST COLOR 


HE winter resorts will strike again the fashion 
note for ginghams. This assures the continued 
vogue of this fabric next summer at country clubs, the 
races, tennis, and golf. 
Gilbrae Gingham is a new gingham to be on sale in 
the exclusive shops next January. Many combinations 
of the pastel shades are of such delicate beauty that it 


seems almost incredible that we can and do guaran- 


Amory, Browne & Cr. Box 1206, Boston 1, Mass. 


Nashua Woolnap Blankets Parkhill Fine Ginghams 


GINGHA 


er 


32 INCHES WIDE 


tee them to be absolutely fast color. Gilbrae Gingham 
is unusually fine. Its finish is so soft that frills and 
gathers can be used without any appearance of bulki- 
ness. Its weight is light enough for coolness, but heavy 
enough for the chemise frock, which appears to have 
won feminine hearts for all time. Make your selec- 
tions early, that you may count yourself among the 
fortunate few to wear Gilbrae Ginghams in 1921. 


Indian Head Cloth 


Lancaster Kalburnie Ginghams 














HE Pierce-Arrow addsa new pleasure 

to touring, to the country, to beautiful 

scenery, by the splendid way it copes with 

country road conditions. It is equally at 
home on country road or city street. 

The ample power of the Dual Valve Six 


provides the elasticity, the adaptability 
necessary to make ordinary drawbacks of 
long distance riding utterly negligible. 
The inherent safety built into the car 
ministers to that serene state of mind in 
which scenery can be best enjoyed. 
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